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•fternoim lei 
at me o'clock. 
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TELEPHONE CALL, 


By Telegraph 


3.OO O'CLOCK, 


McKINLEY'S HOME GATHERING 


230 


TELEGRAPHIC SERVICE. 


THE TRANSCRIPT is a member of the 


ASSOCIATED PRESS and has the full, 
rad for this locality exclusive, facilities of 
the world's greatest news gatherers. 


Despatches received from all parts of 


the world up to the hour of going to press. 


THE THAXBCRIPT is also the representa- 


tlre of the ASSOCIATED PRESS for 
giving to leading papers the important 
news of this section. 


E. E. VADNAI5, D. D. a 


Dental Parlor*. 


•,lV»'n rtreet. Office hours g to 12 ». in.. 1 to 
in * 7 to 8.30 p. m. Gold filling a specialty. 


SIMMONS A CARPENTER. 


rnrniahliiB Undertaker*. 
Jtr SC>4 Eafle bt., North Adams, Mas». 


JOHN E. MAGENIS. 


Attorney A Counselor. 
At Law. oaten Kiiuoeu bloc*. Main strut, 


Seitb Ad-uu. 


C. T. PHELPS. 
Attorney and Counselor 


H l»w. 
Office. Adams Bank Block. Main 


ttocet, Sorth Adams. 
~~~ 
DR. ANNE M. BLOSSOM, 
PnyHlclau and Surgeon. 


IChmch Place. Office lionra: » to » a. m.; 1 


1etp.m.;7 to8p. m. 


B. W. NILES. 
Attorney and Counselor 


*1 l»w. Office: Hoosao Savings Bank Block. 
lain Street, North Adams, 


EDWIN T. BARLOW, B. S., 


Architect. 


Office In Hoosac Savings bank bunding. Room 
1C. U on™ 9 to 12 a.m. i to 4 p.m. Evenings 
ly appointment. 


I. M. BL.ANCHARD, 
Garmpnt Hffr and €I*nner. 


All kinds of Clothing djcd, cleaned or repaired. 


Puit^ sponged ami pressed at short notice. 28 
lag!i- • reet. 


W. G. PARKER, 
Practical Machinist. 


I lent Machine and General Repairing. 
Model 
n.f uperiinenUI work. Bicycle repairing. Hear 
ncoiac Bonk Block, Mala Street 


J. H. FLAGG. 
II very. Sale and Boarding Stable 


Mum street, opposite the Wilson House, North 
Aoums. Nice coaches for weddings, parties and 
nu'ials. First-class single horaea and carriages 
at thort notice on reasonable terms. Also village 
cciu b to and irom all trains. Telephone con- 
nection. 


C. W. WRIGHT, M. D. 


Fye. Ear, Nose and Throat. 


F;w Bank block, Main street. Attending Eye 
•crt Ear Surgeon at hospital. 
Formerly clinical 
»tt >-tant at Central London Eye Hospital, also 
AKi'-tant Surgeon at New York Throat and Nose 
Bofp.tal. Glfcsses properly fitted. 


S. VADNER & BROTHER, 
Carriage and Wagon Builders. 
&1pm:fHcturers of 
Itght carriages, 
sleigns, 
K*tl. kusicessand heavy wagonsmade to order 
II thort not:ce. All work warranted asrcpre- 
vectcd. Repairing in all its branches at reason- 
able Urms. 
Dealers in all kinds of factory 
*Bf:0n< and carriages, harnesses, robes and 
fciankeU. Center St. teat of Blackinton block. 


SEW YORK < KM KAL 


AND 


HTDSOX 
K1VER 
RAILROAD. 


• 
[Harlem Division.] 


The quickest and most direct line from North 
Aaanui, Adams. Pittsfield. Chatham and the 
lltrkshire lulls to New York, maintaining a 
through service of fast Express Trains, Com- 
fortable Coaches and Wagner Palace Cars. 


All trains arrive and leave from Grand Central 
depot, the very heart of New York city. 


FRENCH CABINET, 


It Fell 
Today-When Pre- 


mier Bourgeois 
Offered 


His Resignation. 


THE 
SENATE DENOUNCED, 


WILD SCEXF.S IX THE HALLS 


OF THE FRENCH NAT- 


IONAL CHAMBER OF 


DEPUTIES. 


The Birthday of his Blotter is the 


Reason of a Happy Event 


Today. 


Special Dispatch to the Iran reript.] 


CANTON, O., April 23—There is a happy 
gathering of the McKinlcy family at the 
old homestead here today. Major McKin- 


y and his invalid wife are present at an 
nformal family gathering in commemo- 
ation of his mother's eighty-fifth birth- 
iay. Old Mrs. McKinley is in excellent 
lealth and spirits. 
The enjoyment of the occasion was In- 
reased by the reception of private tele- 
grams, telling of the instructing of the 
'ennessee delegates of the election of Mc- 
"Cinley delegates in McKinley's old dis- 
rict at Alliance also at Newark, one say- 
ng half the Connecticut delegates are 
is, and one assuring support from the 


delegates of New York and Michigan. 


[Special Dispatch to the Transcript.] 


PARIS, April 23.—Another French cabi- 


net has ceased to be. Almost Immediately 
after the reassembling of the chamber of 
deputies today, M. Bourgeois announced 
the resignation of the cabinet M. Bour- 
geois and his colleaguesjwithdrew as soon 
as the announcement was made. 


The prime minister read a statement 


contesting the right of the senate to over- 
throw the ministry or be the sole interpre- 
ter of the constitution. 


A scene of tumult followed during 


which cries of ."Down with the senate," 
came from the Lef; ming'edjwith applause 
from the Right and Center. 
But in view 


of the impossibility of securing proper 
military relief for Madagascar the cabinet 
was compelled to resign. 
The premier 


was frequently interrupted by cries of 
"Down with the senate." 


When the ministers filed out the Right 


and Center applauded loudly, to which 
the Left replied with shouts of "Turn out 
the senate," "Down with the senate." 
A scene of prolonged tumult followed. 


Active Hostilities between Mr. Bourge- 


ois and the senate commenced February 
11, when the senate by a vote of 15S to 85 
rejected the demand of Bourgeois for a 
vote of confidence on the question of the 
Southern railway scandals. 


OUR PROUD WAR SHIP, 


[Special Dispatch to the Transcript.] 


BOSTON, April 23.—The battleship Mas- 


sachusetts was prevented from taking a 
preliminary run yesterday by adverse 
weather conditions. 
She weighed an- 


hor this morning for the unofficial trial 
rip off the coast. The weather was de- 
Ightful though a trifle cool. 
The sun 


bone brightly with a light breeze from 
he north-west. The sea is calm and a 
satisfactory test is expected. 


ROCKPORT, MASS., April 23.—At 12.55 


o'clock the Massachusetts recrossed the 
ine under easy steam, headed for Boston. 
This caused much comment among ob- 
ervers, who were divided in opinion as 
o whether 
something was amiss or 


whether she voluntarily turned back. 


MURDERERS ELECTROCUTED, 


Herman and Postal ka Die at Sing 


Sing This Morning in the Elec- 


tric Chair. 


No. Adams, 
Adam*. 


" Chatham, 
arrive New York, 


A. M. 
'c.'si 
7.15 
a.o» 
1125 


9.35 a. m. 
9.4) a. m. 
10.38 a. m. 
12.20 p. m. 


4.40 p. m. 


F. M. 
:».oo 
3.14 
4.14 
4.50 
8.30 


Jl'arlor car Pittsfleld <o Sew York. 
Above trains daily except Sundav. 
For ticket*, time Uble« and any other informa- 
tion apply to Boston and Albany ticket agents, 
BEOROE H. DANIELS, 
F. J. WOLFK, 
Gcn'l Passenger Agant. 
General Agent, 
Grand Central Depot. 
Albany, N. Y. 


THE ADAMS 
NATIONAL BANK 


NORTH ADAMS, MASS. 


Incorporated 1833. KeorgaulzedlSes 


Hapital 
«600,000 


surplus & Undivided Profits, 150,000 


t.W. BRAYTON, President. 


A. C. HOUGHTON, Vice-president. 


£. S. WILKINSON, Cashier. 


DIRECTORS: 


: \V. BraTton, A.C.Houghton, 
E. Wilkinson 
'. A. Whitaker.Hon. A. B. Wright, W.A. Gallup 
V.Q.Cadjr. 
O.W. Chaw. 
H.W.Clark. 


Icconnts and Collections Solicted. 


[ORTH ADAMS SAYINGS BANK 


Established 1848. 
73 Mete strs-t, adjoining 
dam* National Bank. Business hours: Si a. of 
14 p. m.; Saturday till 6 p. m. 


FIESIDE.NT-A. C. HOUGHTOJI. 
laEiSl-HEIl-V. A. VvHITAKEa. 


Vicc-PresUents: 


nillam Burton. 
O.L. Rice. 
W. H. Gaylord. 


[Special Dispatch to the Transcript.) 


Siso SING, N. Y., April 23.—Herman 


and Pnstalka of New York, both wife 
murderers, were successfully electrocuted 
here this morning. 
Herman was pro- 


nounced dead at 11:21 o'clock, Pustalka 
at 11:46. 


Herman slept soundly last night and 


was in good spirits this morning. Pus- 
talka's little daughter visited him in the 
corrider between the death cells last 
night. 
When he returned to his cell 


Pustalka tossed about on his bed. This 
morning he was very nervous. 
Last 


night Herman got the guards and nine 
inmates of the death house together and 
auctioned off bis blanket, bed and shoes, 
and said he had no further use for them. 
He offered to sell his clothes to the keeper 
and laughed heartily when the keeper 
declined. 


Herman murdered his wife because she 


refused to to live with him after he was 
released from the penitentiary. Pustalka 
killed his wife during a family quarrel. 


A. C. Houghton. 
William Burton. 
George L. Kica, 
W. A. Oallup, 
E. B. W1UJU90D, 
B.T.Cady, 


C. H, Cutting, 
V. A. « hilater, 
W. U. Oaylord. 
A.B. Wr.ght, 
W. H. Sperry. 
Arthur Kobinsoa. 
N. L. Mlllard. 


Eoard of Investment: 


prpl. — ^ w.H.owlord, 


EWSPAPERflflCHI 


QUAY'S OWN CONVENTION, 


And McKinley Gets a Blackeye in the 


Pennsylvania Republican Con- 


vention Today. 


(SiieiJal Dllpatch to the Transcript.] 


HABEISBUKO, PENS., April 23.—A1 


10:25 o'clock the state chairman, Quay'i 
representative, called the Republican con 
vention to order. 
Two conspicuoui 


absentees were the leaders David Martin 
and state senator, Charles Potter. These 
gentlemen prominent have been figures 
at Republican gatherings In Pennsyl 
vanla for twenty yean. An unusual!, 
large attendance of spectators was ia the 
galleries. There were present 289 dele- 
gates. px-Speaker Henry Boyer of Phil 
ladelphia was chosen temporary cha 
man. 


A platform was adopted, the first para 


graph of which presents Quay as the mos 
available for nomination at St Louis. 
I 


declares for protection and Blaines polic; 
of reciprocity. It approves the coinage o 
silver until international bimetallism i 
agreed upon. It speaks for the restriction 
of immigratson. 


A resolution was introduced making 


McKinley the second choice at St. Louis 
It was overwhelmingly defeated. 


It was a Quay convention of which he 


was complete muter. 


By Telegraph 


5.OO O'CLOCK. 


DISGRACEFUL, 


LOCAL NEWS. 


Personal Encounter Between 


Two Congressmen in The 


Capitol 
Today, 


BLOOD FLOWS FREELY, 


THE BANQUET. 


Annual Gathering of the Board of Trade 


Friday Evening. 


The directors of the Board of Trade 


have completed arrangements for a very 
successful and enjoyable banquet Friday 
evening. It will not be a full-dress affair. 
Members should purchase their tickets 
immediately, that ample provision may 
be made for the large number to attend. 
Tickets are on sale at fl.OO each at The 
Adams and Berkshire National banks., 
Basting's, Burlingame & Darby's, Bar- 
nard's, Lonergan & Bissaillon's and C. H. 
Cutting & Go's. Members will assemble 
In the parlors of the Wilson a 


IN CONGRESS TODAY, 


[Special Dispatch to the Transcript.] 


WASHINGTON, April 23.—The Republi- 


can senators chose May IS as the day to ad- 
ourn, and will push business to that end. 
Senator Call introduced a female suffrage 
amendment to the consiitution, and 
wanted to call up his severe Cuban reso- 
lutions. 


In the house Mr. Talbott offered resolu- 


tions calling on the secretary of state for 
information relative to the arrest and 
.mprisonment in Cuba of lie v. Diaz. They 
were adopted. 


FINANCIAL, 


New York Market. 


[Closing Quotations, 8 p. m.) 


Deceived through the office of A. M. Tinker, 
Room 3, Blackinton block. Executes orders lor 
docks and bonds, deals upon New York Stock 
Exchange for cash or on margin. Private tele- 
phone 76. 
American Cotton Oil 
15 
American Sugar 
12 i 


Atchieon 
• 
lb3-8 
American Tobacco 
70 .J-8 
B.iO 
17 
Canada Southern 
511-4 
CentralofNew Jer»y 
1M 
Chesapeake^ Ohio 
17 7-8 
Hocking Valley 
173-4 
Chicago & Northwestern 
10U 1-1 


C.B.St 
ft 
»* 
ChicaKOdas 
W 
St.Paul 
781-4 
Hocklaland 
727-8 


Chicago, Bt. P., M. &O 
42 7-6 
C.C.C.&St-L 
a> 


Con. Gas 
'• 
1W1-2 
Del. & Hud 
Ucl.&L.W 
Dis. and C. Feed 
201-8 
Gen. Electric 
37 3-8 


111. Cen 
LakeShore 
150 
L.&Nash 
5J3-8 
Manhattan Elevated 
1091-2 


M. K. &T. Com 
M.K. &T. Pret 
283-4 
Missouri Pacific 
23 1-8 
National Lead 
27 3-4 
New England 
N. Y. Central 
883-8 


Erie 
Out. & West 
153-8 
N.Y.Bus. &W., common 
8 
pref. 
S3 


No. Facile pref 
12 M 


PacificMaii 
28 


Phil& Kaadinc 
125-8 
Pullman 
JOJ 
Southern Kaily common 
il 3-4 
pref. 
81 1-S 


Ten. Cool & Iron 
31 J-8 
Texas Pacific 
88-1 


Union Pacific 
a 


V. b. Rubber 
27 
U. S. Leather common 
ii 
" 
" 
prci' 
03 
Wabashpref. 
101-8 
Western Union 
ts 3-8 
Wheeling i Lake Erie 
11 l-s 


Cbleneo Market*. 


Wheat—May 63K 
July 64yt. 


Corn—May 29>J. 
July 30X. Sept 32. 


Oats—May \V/t. 
July 19JJ. Sept 20% 


Pork—May 8.52 July 8.72 
lard-May 4.85. July 4.97. 
Sept 5.10. 


Cotton. 


Opening; 
Closing. 


Jnly 
7.S7. 
7 S3. 


PROMINENT MISSISSIPPI MEM- 


HER 
ATTACKED 
BY 
A 


BILLY MEMBER FROM 


MISSOURI. 


[Special Dispatch to the Transcript.] 


WASHINGTON, April 23.—There was a 


disgraceful fight between two Democratic 
members of the house today that has re- 
sulted in an ugly feeling and some physi- 
cal harm to both. 


The encounter was between Congress- 


man Money, Democrat, of Mississippi and 
now a senator-elect from that state, and 
Congressman Hall, Democrat, of Mis- 
souri, 


It was at a session of the committee on 


naval affairs that a difference of opinion 
led to hot words, when Hal], raising a 
chair, struck Mr. Money over the head 
with it. This blow stunned Mr. Money 
and before he could recover himself the 
infuriated Hall snatched up a large glass 
ink well from a table and threw it at the 
half-dazed man, hitting him behind the 
ear and cutting an ugly gash. The in- 
jured man staggered back and fell against 
the wall. 


At this juncture, Mr. Coakley, who 


had started to interfere, stepped between 
Hall and his victim and stopped the 
onslaught. 


Money and Hall are both members of 


the naval committee but were not in ses- 
sion at the time. 
Mr. Coakley, who 


interfered, is a committee messenger, and 
was standing at the door and heard them 
talking loudly. He suddenly heard Hall 
cay: "I allow no man to call me a liar," 
and planted his fist in Money's face. Hall 
is six feet two and weighs 250 pounds. 
Money is tall but no match for his oppo- 
nent physically. 


Details of the cause of the trouble are 


difficult to obtain. Hall, after his attack 
strolled out into the hall and walked to 
the representative chamber. He would 
make no statement further than to say: 
"It was a personal matter. I don't care 
to say anything and don't suppose Money 
cares to say anything either." 


Mr. Money stood against the wall, weak 


from loss of blood which streamed 
down his back from the wound in his 
head. He was hurried from the commit- 
tee room to the floor below. The blood 
from his wound dropped on the tessalated 
marble floor as he was half carried in a 
fainting condition. A great crowd con- 
gregated meanwhile and was greatly ex- 
cited. 


Money's wounds were dressed by a 


physician who chanced to be in the build- 
ing. There were two cuts, one back of 
the ear an inch long, the other further 
down the neck. 


[LATER.] 


It now seems that Money at first threw 


the ink well at Hall's head bat Hall 
dodged the missile which struck the wall. 
Had it struck Hall it would have brained 


him. 
The men then made lor each other, 


and both inside motions as if to draw 
weapons. The messenger and others then 
rushed beliveen and prevented further 
trouble. 


Commodore Fit/Man, Representatives 


Meyer and Wilsoa were present. 
Tho 


altercation was over Wilson's bill for the 
reorganization of the personnel of the 
navy. Wilson says the conversation was 
participated in in a spasmodic fashion by 
all about the table. 


Morning News Will be Found 


on Page Four of this Paper. 


A few more such experiences as Mr. 


Heed has had in New Hampshire and 
Connecticut would finish him. Fortu- 
nately, only Vermont remains of the New 
England group, and for the sake of a 
"solid Now England delegation," which 
has been the ambition of tha Reed man- 
agers from the first, it is to be hoped that 
the Green Mountain state will swing into 
line without a breach or a break for the 
Maine candidate. Connecticut has treated 
Mr. Heed very shabbily and with charact- 
eristic fickleness. The man does not live 
who can predict with any certainty the 
course of this devided Nutmeg delegation 
to St. Louis, for evidently it is very like 
its predecessors of four and eight years 
ago, whatever preferences its members 
may express at this time. We say that 
Mr. Reed was treated shabbily because he 
deserved the cordial support of the New 
Haven convention by reason of its 
financial plank alone.—Springfield Re- 
publican, 


Mr. and Mm. William Arthur Gallup 


are visiting in Washington, D. C., and 
various points of interest in the south. 


LOCAL NEWS, 


AMUSEMENTS. 


Another Fine Performance. 


"Home, Sweat Home," by ths Seward 


company, brought out a largo audience at 
the Columbia last night and proved to be 
one of the most beautiful plays seen here 
for along time. As Eose Preseott Mist 
Beward made a hit and held the sympathy 
of the audience from beginning to end 
Mr. Seward bad a good part nnd he 
showed up to good advantage in it. Mrs 
Malcolm was an excellent Uncle Davy. 
The little boy's dying scene brought tears 
to all eyes. "Home, Sweet Home" is a 
success. 


To-night, Miss Seward appears as Hoddy 


O'Hara in "That Boy of Dan's," one of the 
best things she has ever presented. This 
is a rollicking sensational comedy and a 
big favorite here. 


On Friday night the popular story of 


"Lady Audley's Secret" will be the attrac- 
tion. Saturday afternoon the ladies' and 
children's matinee of "Beyond 
the 


Rockies" will be given at reduced prices 
and Saturday night the well known melo- 
drama, "The RtraeU of New Yerk. 


PLEASANT OCCASION. 


Dancing Cless Reception Turned Into a 


Leap Year Social. 


At the reception given by Miss Eva 


Sheldon's dancing class last night it was 
proposed to turn the event into a leap 
year social and the proposition was im- 
mediately accepted. 
About fifty young 


people were present and the aflair was so 
enjoyable that it was decided to have the 
reception next Wednesday evening of a 
similar character. 


Arrangements for the final reception oi 


the class, to be given May IS, are beinc: 
made on an elaborate scale. 
The invita- 


tions have been it-sued and the Columbia 
opera house has been engaged, with three 
parlors and a dressing room for ladies. 
Music will be furnished by six pieces from 
Clapp's orchestra and refreshments will 
be served by Livermore. 
A concert and 


entertainment will be given prior to the 
dancing and spectators' tickets will be 25 
cents, admitting only to concert and en- 
tertainment. 
The attendance will be 


large and the reception will be a fcocial 
event of much interest to the young peo- 
ple of the city. 


The Reds' Concert. 


The Reds had a successful concert last 


evening and from the same they realized 
about $25 net profit, which amount will 
be applied toward the expenses of the 
contest. 
The Baptist chapel was fairly 


well filled and the concert was given 
very acceptably. 
The North Adams 


Banjo and Mandolin club contributed sev- 
eral good selections and the others who 
took part in the affair furnished each 
their share of the evenings pleasure. 
Those who assisted in the concert were 
Miss Elva Brown, Miss Mamie Green, 
Harry Brown, Mr. .Laynard of Blackin- 
ton, Maurice Phillips, Miss Heeney, Wil- 
liam Phillips, James Chambers and Louis 
Gordon. The members of the banjo and 
guitar club are Willis Garlick, George 
Bnrns, Frank Daniels, Rert Daniels, 
Henry Mausert and Mathew Chambers. 


Women's Newspaper Work, 


The Monday Literary club has received 


a copy of the "woman's edition" pub- 
lished by the Woman's club of Fitchburg 
Patriot's Day. The club numbers over 
300 members and was the largest woman's 
club in the state up to a year ago. The 
paper is a very fine one, and has a large 
number of cuts of the Fitchburg churches, 
and other large buildings, besides a large 
cut of the "Woman's club building" and 
rooms. The edition is not quite as large 
as the woma n's edition of this city wan 
but has a much larger number of adver- 
tisements which will probably bring in 
larger results than the edition of this city 
did. The quality of paper used in the edi- 
tion was of a high grade, giving it a very 
smooth and fine finish. 


NEW ORGANIZATION. 


Soon To be Formed In This 


City for Mutual 


Helpfulness. 


To Have a Lecture. 


The ladies of the Baptist church have 


engaged Rev. George Benedict Lawson 
to deliver next Monday evening at their 
church his popular lecture, "In Deutsoh- 
land;" or, "Home Life in Germany." 
They will placs the admission at 15 cents 
to enable all to attend. The Franklin,(N, 
Y.) Dairyman says: 


"Mr. Lawsou's lecture las,t Friday eve- 


ning gave his audience much pleasure and 
satisfaction as they followed him In his 
travels and sojourned with him in Ger- 
many. 
As a student in that country, he 


had good opportunity to learn much of the 
life of the people, and ho knows how to 
entertain an audience. 
He is an easy, 


pleasant and impressive speaker." 


Further Enlargement. 


The public is familiar with the great 


enlargement that has been made at the 
Beaver mill, and still the work goes on. 
Tho owners have decided to raise the 
roof of the stone part of the building and 
add two stories, which will make that 
part of the mill six stories high. The 
work of raising the roof was begun yes- 
terday by Porter & Hannum. 


Mrs. 
Porter Improving. 


Mrs. E. E. Porter, who went south a 


few weeks ago, and who had the misfor- 
tune to slip on a banana peel and break a 
bone In her ankle, is still in New Orleans 
unable to walk, though beginning to get 
about a little on crutches. She is steadily 
improving and hopes to be able to rcl urn 
home in about two weeks. 


l 
„ 


! 
Seventy-Seventh Anniversary. 


j 
The seventy-seventh anniversary of OJd 


I Fellowship will be colobrated in Odd Fel- 


lows' hall Friday evening. An entertain- 
ment will be given and will be followed 
by dancing and refreshments. William F. 
Orr and Mrs. Emma Billings have charge 
of the arrangements. 


The Smallest Town in the State. 


The smallest town in the state/Is now 


Ashford, in Ecrhsbire county, its popuia- 
tion being 116. Gosuold, In Dnkea county, 
held that distin< tion in 1333, its population 
at that time being 122. This town has 
made a gain of eighteen persons in ten 
years, BO now it has a population of 140 
oerson*. 


CHRISTIAN INDUSTRIAL LEAGUE. 


its Alms and Objects. Mutual Helpfulness 


In All Good Works and Benefits for the 


Sick. Church Membership Not 


Essential. Full Details, 


Mention has been made several times of 


the Christian Industrial league to be for- 
med under the auspices of the Universalist 
church. The movement has now reached 
a stage where further particulars concern- 
ing it will be of interest to many, because, 
while the organization is to be under the 
auspices of the ohurch, it is not strictly a 
religious movement, but is akin to other 
mutual benefit orders, and men of good 
moral character and proper physical re- 
quirements are eligible to membership 
wh< ther they are church members or not. 


The idea was introduced at the last 


quarterly meeting of tUe church by the 
pastor, who felt that there was room for 
work such us the churches la a rule have 
never taken up. 


It was voted to taks action and a few 


necks ago a meeting or the men of the 
church was called to see whiit could bo 
done lo interest them. A committee of 
twelve was appointed to consider the 
matter. This committee decided that an 
Industrial league would meet the needs in 
the case and so reported. 


The order is not strictly new, ^lthou,7;i 


it has been in existence but a few years. 
It was started as a local movement and 
was afterwards adopted by many churches 
in their individual capacity, but since 
tben a national league has been formed. 
The league here, however, will remain 
independent and will not unite with the 
national league. 


Obfect of lli« l.cneun. 


The object of the league is to organize 


the men of the church, especially those 
who are engaged in industrial pursuits, 
and train them to do Christian work 
among their fellows; to promote the 
domestic, social and spiritual life of its 
members; to promote patriotism and 
encourage the faithful performance of all 
duties to the government, and to give 
help In sickness by providing a physician, 
etc. 
The Pledge. 


Desiring to do all the good I can as a 


member of the 
Christian Industrial 


league, I pledge myself to earnestly at- 
tempt some definite, positive work for 
the benefit of my fellows, and I will en- 
deavor to be present at each monthly 
meeting and report concerning my work. 


Forms of Membership. 


There will be two forma of membership, 


the first to consist of those who do not 
desire the sick benefit, and the second 
those who do desire this benefit. 
Candi- 


dates for membership must be of good 
moral character and not less than IS years 
old, and if they desire the sick benefit 
they must be free from all mental and 
bodily infirmities 
which may prevent 


their gaining a livlihood. 


The Benefits. 


Benefits will be paid to any member of 


the second form who is disabled in con- 
sequence of sickness or accident not the 
result of his own immoral conduct, and 
who has complied with the requirements 
of the league, in such amount per week as 
may be fixed by the by-laws. It is prob- 
able the local chapter will fix the amount 
at J4.00 per week. Besides this, the bene- 
ficiary receives the services of the chap- 
ter physician free of cost, but if any other 
doctor is employed it will be at the ex- 
pense of the patient. If the beneficiary is 
away from the city he will recoivo tlio 
weekly benefit just the same, with the 
exception of the physicians services. Tlie 
benefit bccoiaes payable after a sickness 
of seven days and is paid in full for thir- 
teen weeks. Then if the sickness contin- 
ues half the amount is paid for thirteen 
weeks more, after which time the chap- 
ter may take such action as is deeaied 
expedient. 


»ne« uiid reel. 


Every member of the first form Kiuvt 


pay an admittance fee of twenty-five 
cents and his dues will be $1 per year, 
payable quarterly in advance. The fee 
for admittance to the second form will be 
fifty cents and the dues w'll be forty cents 
per month, pays!)',; in advance. 


Another Me.'iiitg. 


Another meeting will be held at the 


Universaiist church Sunday afternoon at, 
3.30 o'clock to prepare for organization. 
There will be a paper for signal-area a;id 
it is hoped to stilt off with i:r;t l«s? fian 
from thirty to fifty members. Tarter the 
signers will meet snd formally organize 
by electing olficers and adopting a consli- 
tution mid by-laws. 


Will Xot Take liifturruice. 


There is in connection with the Chris- 


tian Industrial league an insurance de- 
partment which issues policies of from 
fiOQ to |l,&Cl), but the local chapter will 
not aiiowt this feature. 


The Rottl Aim. 


The film of the movement here is to 


bring the meu of the UuiversalUl parish, 
and all others who may see fit to uaite 
with them, tog*th«» for the purpose of 
rmiiutii beipAj!ri»«», mid it. is hopcO and 
believed that th» orfrar.i<a'..ion win letult 
ic fre»t zood. '.;. b» ',osg'.ie !» not an in- 
stitution cf tb« Univerwlist cuurch, bat 
is formed hi connection with c&uutliea of 
any ijinociinaliun, *nd ft point to be 
fcorno in tniiu; is tbai ckcrcU member- 
ship is not etfceu Hal to menibirsMp in the 


I league. The rciuutlut of such au or- 
I ganization I'.eru ought to tie of interest 
| and fccncSt lo many, and there is reason 
i to beliovs that the Christian Industrial 


I league will prove as popular and helpful 


I la North Adams as it is in other places. 


THE NORMAL SCHOOL. 


How Work Progresses on the Bl( Build* 


Ing on Church Street. 


Work is progressing well on the normal 


school building these days. Some of the 
roof timbers are already raised and it is 
expected the roof will be completed by 
the middl^ of M»y- Tue roof wl11 l)c cov" 
ered with tin. Fifty-nine men are now at 
work on the building, the marble work 
will be finished before long and the build- 
ing will be inclosed. Its fine proportions 
already begin to attract attention and the 
building shows up especially well from 
the railroad. The light colored brick and 
marble trimmings make a pleasant com- 
bination and it is plain Lo be seen that the 
building will be very handsome and im- 
posing when done. 


Porter 
& Hannuir., the contractors, 


have got the foundation luid for the prii- 
ciplai'fc house, which will stand forty feet 
south and forty fuel cn'-t of the school 
building. The house will be 50x39 feet 
and two stories big!., and will be of light 
colored brick, with marble trimmings, to 
correspond to the school building. The 
style will be cl-l Roman and the piazzas 
will be t\vo stories high and supported by 
lanjc columns. The house will be hand- 
somely tinifcbed and contains every mod- 
ern convenience, ami will cost about 
112,000. 


The work of putting the gas pipes and 


plumbing into the school building has 
been bejun by A. W. Hunter. 


THROUGH A CRIRGE. 


Mrs. 
Marshall Crane and Daughter of 
D«lton Have c Narrow CTsrapc. 


Mrs. Marshall Crane and licr daughter, 


Miss Clara Crane ot Dalton, i) in a narrow 
escape irons serious injury Wednesday 
allernoon. 
They were being driven to 


Hinsdale and when they were crossing the 
old wooden bridge near the Simon Oerce 
place the bridge broke ia two nearly at 
the center. 
Both horsea went into the 


water and the carriage was nearly tipped 
over. 
Neither Mrs. Crane nor her 


daughter was injured and the driver es- 
caped. 
The horses were rescued from 


the water with much difficulty and were 
bruised considerably. The bridge has been 
considered unsafe for some time, but was 
kept in service. 
It was built some 


eighteen years ago by Amos Smith and 
David Smith and once a wagon loaded 
with wood went through it. 


James Pcnton. 


The death of James Fenton, which 


occurred Wednesday afternoon at 2.15 
o'clock at his home, 10 North street, and 
which was briefly announced in the 
TRANSCRIPT, deserves a fuller notice than 
could then be given. His death was due 
to a complication 'of diseases resulting 
from a severe attack of grip two years 
ago, and bis last illness was of about four 
weeks duration. 


Air. Fenton was born in Accriugton, 


Lancashire, England, and came to the 
United States twenty-seven years ago. 
For the past seven years he had lived in 
this city and worked as an engraver at 
the Arnold print works. He was a steady, 
industrious and skillful workman and was 
highly esteemed by his employers, his 
associates in the works and by all who 
knew him. He was a man of quiet habits 
and domestic tastes and v.as usually to be 
found at his home when not engaged at 
his work. He was a prominent member 
of Berkshire council, Hoyal Arcanum, and 
was a director of the Co-operative bank. 


Mr. Fenton leaves a wife, one &on and 


three daughters, William, 
Annie r.nd 


Jessie Fentou of tbi.s city, and -Mrs. A. L. 


I Butters of Chelsea. The family have ths 
' sympathy ut' i.nny friends in the great 


j Burrow wbioh h«s cor.ic to tiiea-.. 
i 
The lurieml service will be held at 2.30 


o'clock Saturday aftrruoou at the Baptist 
church, of which the deceased was an 
attendant. 
llev. 1'. D. Penney will 


officiate and tliu bearers will be selected 
from the Arnold print works engravers 
and Berkshire council. Royal Arcanum. 


The 
Gladstone 


Is this Spring's crea 


tion. Neither Golf nor Yachi 
but a happy combination ( 
the cap makers art. 


Just right for Golf or Bicy 


cle suits and sure to pleas 
young men and men alike, 


We have them in 
Blue ; 


Black and a dozen handsomi! 
checks and plaids, 


Cutting-made means high* 


est quality of course., 


Cutting-priced means low- 


est level of popular pricesg 
25c, 50 and 75c. 


Golf and Bicycle stockings 


in cotton wool, and worsted 
Colors, gray, 
black 
and 


fancy mixtures. 


Bicycle stockings, 25c, 50, 


75 and $1.00. Golf Stockings, 
$1, $1.50, $2. 


Cutting & Co, 


WHOLESALE RETAILERS. 


a.cuuYliC| 


District Court. 


Ilic 3i-*t of ollenders before .Siitcial Jus- 


tice \Voodliead tbis morning was ms.de up 
Rt follows: 


Patrick Linneha.ii, drunkenness six 


months probation. 


William 'jerdo'.i of Eeadsboro, drunkcn- 


i r.e&s. fined $13. 
j 
Joiiii Adams, drunkenness, fined $5 and 


| put oti three months probation. 


I 
Charles JVauswIeil, drunkenness, 
fined 


j $5 i-.n<i six u-.onths probating. 
I 
Albert LeFlant, drunkenness, continued 


! cue luo'itu. 


S. I'. Blair, ehr.rjfed with larceny, dis- 


charged. Mr. BHir was arrested on com- 
plaint of Cbarles Meyers, hy Officer ISob- 
crlsori, for tLe oilfgcd larceny of bit cow. 
Lawy« M«ck appeared icr the defendant. 


John J. L.yr:ch, breaking and rnleriiig, 


iisld for the grand jnry under JiK> bom;?. 
Lynob only returned from Troy, >•". Y., 
lust evening ami later was arrested by 
Ofl'.aer Bowor. He was wanted for brcak- 
ng and entering J. 51. Darby's »tore and 
Healing knives, etc. Two new knives were 
toutid on his person. 


The Rawts Family at Work. 


Miss Anna L. Dawes is delivering a 


series of lectures at Smith college and 
Senator Dawes is lecturing ct Dartmouth. 
Henry L. Dawes, Jr., is today in Chicago 
where he will be best ma" a* a wedding. 


Dr. P. A. Bragg Married. 


The following murriajje notice in one of 


the 
Springfield papers this morning, 


dated at WcstSeld, ;K of local interest. It 
»tiys: 


"Dr. F. A. Bragg of Springfield, for- 


merly of tbis town, was married at 7..SO 
o'clock this evening lo Mrs. Anrji« Iie».ci. 
The marriage took p'aoe at t!*<> !»»He's 
home ou Spring street, iiev. J. H. Jlcar- 
don ofticiiUing. O:iiy i.eur relatives were 
present. Dr. and Mi's. I'.iygg will r«H:iie 
for the present on Spring .street. 


"Dr. Bragg is wnll Known i.Un>ughout 


western Massachusetts, having practiced 
dentistry in thifc town «9veraj years ag.>. 
He also conducted «n o;ttae itt North 
Adams for several veers where he is v.eil 
and favorably kiionn. 
He left North 


Acamsabout three months ago ^:id is 
now located in SpriugCsK!." 


The many friends of the doctor in this 


city wish him all happiness in his' uew 
life. 


Second 


Week 


of 


Our 


Great 


Low 


Priced 


Sale. 
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The Transcript. 


CAILV— Iwwrrt e^rry nfleriioon (except Sun- 


d*y»)«t five o'clock. 


WEEKi-\— l»utuev«r> Thu--day morning, 


BY THR 


TRANSCRIPT PUBLISHING COMPANY. 


?TORTH ADAMS, MAM. 


,*TI< irnof vAaf rccordof gin airatts me in ttt# 


tMtrtri-rld; 
^t.'/f^^^ 
; 1 do knotr, that I twerww* 


as menu <M to despise a man bf(aiis? hf tras poor, 
f>cccu#t ft* tffls ignorant, or because tie was black. 


—John .4. Antlreie. 


SPECIAL TELEGRAPHIC NEWS. 


Thru ugh being a member of the AS8O- 


CIAT' D PRESS THE TRANSCRIPT has 
the exclusive facilities for this locality of 
1!ic gieatest American arid foreign news 
gMhcu-rs. 


The latest teleerapbic dispatches from 


all pans of the world are reeieved by THE 
TK \s-cnirT VP TO THK noun OP GOINO 
TO pi;rss. 


Fi.ti • <•<! at the Post Office, North Adams, Mass. 


as sec. nd class mail nutter. 


'V.'E HOLD TKE WESTERB GVTEWKf 


from the Seal of North Adams. 


THURSDAY AFTERNOON, APRIL 23,'96 


THE F. M. T. A. AND LICENSES. 


Win n an organization has proven itself 


to he a great help and blessing to a com- 
ivuniil v, u is but a natural feeling that the 
citi/e:n having the common good at heart 
shoul.l desire the community to prove it- 
self a help and not a hindrance to the or- 
jjani7>iUon in its good worU. 


The Father Mathew Temperance soci- 


ety is making an earnest effort to place 
itself i n such a position that it can do even 
bettei wort in this community than ithas 
ever il.me before, and that is saying a 
great .leal. 


It is very desirous that the young men 


i n w l i ' i n it is endeavoring to establish 
principles of sobriety, temperance and 
good i itizenship should not have evil influ- 
ences :ind temptations thrust upon them 
even .it the threshold of the very door 
that <,hould be a door of safety to them. 


The society asks this community to pro- 


tect i; from the encroachments of the sa- 
loon m;ainst which it maintains constantly 
an opi'n and honest warfare. It asks that 
licenvt s should not be granted in such close 
proximity toils own home of supposed 
safety from the temptation of drink, as to 
iiarni the society and place its enemy 
within what should be the societies own 
fortifications. 


It is not an imaginary or over drawn 


evil that leads the society to ask this con- 
sideration from the community. One of 
the nu>st prominent and respected mem- 
bers nf the society and one of our influen- 
tial citizens states that he knows of cases 
wher< young men of his society have suf- 
fered from the temptations at its doors. 
He knows of cases where the wives and 
daughters of drinking men who have 
been lifted up by the society even to the 
extent of having them given the benefits 
ofthi Keeley cure; where the wives and 
daughters of such men have been seen 
carrying away bottles of liquor and pails 
of be< r, even from under what should be 
the p; otection of tbe temperance society 
influence. Its opera house has become a 
vjopiil.ir amusement resort and its patrons 
ahoulil be relieved from distaseful ap- 
proat lies so far as possible. 


This community has reason to be proud 


of its F. M. T. A. It is the oldest and one 
of the strongest and most enterprising 
societies of the kind in the state, with an 
acthv membership of about two huudred 
and 1 ity. It has an honest claim to con- 
sideration from the community and it 
will leceive it. 
There are conflicting 


intei 13tsat stake and our excellent board 
of luense commissioners will consider 
them all fairly and justly. 


It [here can be a satisfactory adjust- 


ment of the matter now it may save much 
troulne and expense to individuals and to 
thectyin the iuture, for if licenses are 
taken out under the shadow of the socle- 
tie's building there must then be constant 
conflict even on technical points between 
the society and holders of the licenses, 
for the .society has given its warning. It 
is beiicr economy for a man not to take 
out :i license than to take one and loose it 
and his investment later even, if through 
an unfortunate but necessary resort to 
technicalities. 


Thtreviill always be a difference of 


opinion in the community as to the justice 
of business men having the claim of pri- 
ority of settlement being compelled to 
movt away with their business by any 
person or society which has located there 
after them, knowing that even an objec- 
tionable business was already established 
their. On this particular feature of the 
case (here is ground for difference of opin- 
ion, md we know of no men who would 
be l.kely to take all the iacts into consid- 
er,!! >n more justly than will our license 
con.missioners. Bat concerning further 
cnci-nachments of the saloon the position 
of tlie temperance society is a strong one 
indc ed. 


WHAT IS BEING DONE TO EXTERMINATE 


THE GYPSY MOTH. 


A description of the gypsy moth and an 


outline of its methods of destructive work 
on 
plant 
life, foliage and vegetation 


generally, where the insect has been per- 
mitted to obtiin a foothold, were given in 
the TBAXs,fi:ii'T of Wednesday. 


\V now present to our readers informa- 


tion 
concerning; what is being done 


toward tbe extermination of the pest, and, 
•wh: t is of special importance in this part 
oft) estate, information as to what can bo 
don- to prevent its gaining a foothold in 
sect Kins where it is not yet appeared. We 
obtirn our information from the best 
posv blc source the secretary oi the state 
boai.l 6f agriculture of Massachusetts. 


Tl e committee appointed for tlie work ol 


pre\ enting of the spreading and securing 
the i xlimination of the gypsy niotU have 
Bpe: t much time in examination of the 
territory infested by the moth and in 
inspecting the work of the employees. 
The- time thus spent by the members of 
the committee will aggregate about thirty 
day* each. 
The committee receive no 


reci tnpense for lime spent in this work. 


Ti.e 
board of agriculture had recom- 


mended the appropriation of $200,000, "if 
the work ia to be carried on under the 
present statute and the policy of extermi- 
nation is to be continued." The legisla- 
ture appropriated *150,000, three-quarters 


V] E W SPAPEfifl IC H i V E ® «. 


of the earn recommended, but made no 
change in the statute. This appropriation 
did not become available until May 17, 
1895, at which date the eggs of the moth 
had nearly all hatched and the cater- 
pillars were beginning their work. 


At least taree thousand acres of wood- 


land are now known to be invested. Many 
places, some of them of considearble area, 
have been found to be infested, some of 
them to BUI h an extent that the trees 
wore entirely stripped of leaves. 
In 


some places discovered during the eating 
season the caterpillars were found in 
enormous quantities, covering the trees 
and bushes and also the ground under 
them. 


Every possible effort warranted by the 


size of the appropriation was made to de- 
stroy the caterpillars at the time, except 
in a few places discovered near the end 
of the feeding season. 
In these places 


they wore allowed to transform and lay 
their eggs, ae it .was believed that they 
could be more economically destroyed 
in the egg form. 


In one case in Woburn arrangements 


have been made to cut the wood on the 
land and burn it, 
together with the 


bushes and dry leaves. 
In other places 


men have searched the trees and ground 
for the egqi-clusters, destoying them as 
fast as found by the application of creo- 
sote oil. Tuc search of the remaining 
forest land is being still continued, vrith 
the hope of locating all infested places 
before the green leaves again appear, 
bringing with them the caterpillars. 


For the jiast three years the committee 


has recommended the appropriation of 
all the money that coul 
ponded in this important work, but every 
year the appropriations made have been 
about a tliird le«s than what was asked 
for. 
The result is that the moth has 


spread to a large extent in the forests and 
while the lands other than woodlands 
arc in an encouraging condition more 
new iiifesU-d places have been found in 
the woods than have been stamped out 
in such other lands. 


In 1S95 the delay in making the appro- 


priation was greater than in any one of 
the three preceding years, and the work 
suffered in .1 correspondingly greater de- 
gree. It is the opposite of economical 
management to deal with this problem 
as has been the practice in the past. 
Either the work should be abondoned, or 
the appropriations should be ample ior 
the vigorous prosecution of the work, 
and should be promptly made, so that the 
money ran he used to the utmost advan- 
tage. 


The committee referred to has made 


some excel lent and practical recommend- 
ations in its annual report and it should 
not be held responsible for failure if their 
plans and recommendations are ignored. 
The final success of extermination has 
been already gravely imperilled, and the 
amount necessary for final success largely 
increased. The committee believes that 
extermination is still possible if sufficient 
means arc furnished with promptness 
and regularity. The committee believes 
that it is of the utmost importance that 
the gypsy moth should be prevented from 
spreading into new territory, and desires 
to record the opinion that the only safe 
way to pre vent the spreading of the insect 
into new territory is to use every prom- 
ising means to secure its extermination. 


The committee gives some practical ar- 


guments with figures as follows: 
"The 


value of the taxable property In this 
State is $2,429,832,966, and an appropria- 
tion of $200,000 is a tax of less than one- 
twelfth of a mill on a dollar. A man hav- 
ing taxable property to the amount of 
15,000 would have to pay a tax of only 
41 cents and 6 mills. 
This beggarly sum 


of money would make but a small show in 
the work of clearing gypsy moth cater- 
pillars from an infested 15,000 farm, while 
in the uninfested parts of the State the 
land owners would be paying an exceed- 
ingly small premium to the State to insure 
them against the ravages of the gypsy 
moth. 
This premium on a f 1,000 
farm 


would be S1-3 cents, and for fifty years it 
would amount to only $4.16 2-3 cents. This 
protection would extend not only to 
farmers and owners of forest lands, but 
also to residents in villages and cities who 
own lots with trees and shrubs on them, 
and to vegetation wherever grown within 
the limits of our Commonwealth." 


Id economically ex-) North Adams and Williamstown, 


The een ms of Massachusetts for the de- 


cade including 1895 was today issued by 
Horace G. Wadlin, chief of the bureau 
statistics of labor. 
The state's popula- 


tion is 2,500,153. 
There are 1,285,482 fe- 


males and 1,214,701 males, an excess of 
females or 70.781. The total gain in pop- 
ulation since 1885 is 558,042, an increase of 
281,817 mnies and 276,225 females. 
There 


are ,TJO,S02 legal voter-;. The largest city 
is Boston, with 496,920 inhabitants, and 
the the bmallest town is New Ashford, 
with 116. 


i; EWTOK'S SHEARS. 


FOE TODAY. 


CLIMBING. 


We climbed the hills, my love and I, 


And looking back we saw below 


The distant valley smiling lie, 


We heard the river's dreamy flow. 


The birds were still, no moving wing, 


No stirring leaf upon the tree; 


Through all the air a murmuring, 


A wonderment of mystery. 


The hills grew steeper as we went; 


Till wit a the evening came a song 


As sweet as was the angelic chant 


That swept the Bethlehem hills along. 


Vv'ith quickened sense we heard the note, 


The wildest chant that ever feil, 


Re-echoed from some star remote 


Bordered witi. pJoTinj: asphodel. 


But, oh, my heart! it sang a song 


Far sweeter than the thrushes' lay; 


It sang the envying stars asleep 


And filled the night with melody. 


As if a hundred thrushes sang 
UTogether till the rhythmic tide, 
Upswelling from each pulsing throat, 


Filled all the verdant country side! 


(Who knows how strong the wild birds 


be 


Vntil love's errand try their wings? 


Who knows how sweet the harp may be 


Until some hand shall snap the strings?) 


As if a hundred thrushes sang 


Their wildest, most entrancing lay, 


Forevermore I hear the strain 


Repeated In my memory! 


Oh, every land of Paradise 


Is bordered by some shining star, 


Flooded with music more divine 


Than all earth's other anthems are! 
—Nelly Hart Woodworth in Boston 


Journal. 


Fitdibarg, Railroad. 


Corrected Dec. 16,18*5. 


Tratat Itare North Adaou going Ea«t—B1.S7. 
16.18,7.23. 9.43, 11.44*. HI.; 2.22, Li. 10 
c2.ldp. m. 


Gomg West—7.80, 10.08 a. m.; 12.20, 1.11, 5.09 
18.05,11.46, 0!.W, CT.10 p. m. 


Trains Arrive from Bast—1KB a. u.; 12.10, l.M, 


6.CO, 18.06,11.46, C2.38 p. m. 


From West— ul.37, 
L6.1*. 7.23, 9.53, 11.14, 
2.22. L4.10, T.OO p. VI. C2.00 p. m. 


* Rung Daily.ex'* 
• Monday. 


i, Ruus Doily, Suuut.y included. 
c Sundays only. 


Boston & Albany Railroad. 


Twins Leave North Adams, Going Sooth—6.30, 


1.16 ». m.; 13.16,8.00. £05 p. m. 


Train* Arrive from 8outh-8.20a. m.; 12.05,1.3), 


£.60,8.10 p. m. 


Hoonac Valley Street Railway. 


ADAMS LINE. 


l««W Jiorth Adanu-6.10, 7, 7.45. 8.30, 9.15. 11 


10.46, 11.80 a. m.; 1115, 1. 1.45, Mi. 
B.I5, 4,4.46. 8.30, (4.16,7, 7.46, 8.30. fcla p. 
ni. loto&lonitconly. 


!.€«• Adams-6.80, 6.10, 7, 7.46, 830, 9.15, U, 
lt.45, 11,30a.m., 12.15,1. 1.46,2.30, 9.16. 
M.45. 6.20,8.16. 7. 7.46, 8.30, U.la p. in. 
J i o'clock to Xylonite only 


UlmiUj >na Sunday afternoons, teava eaoh 


<lld at 1, l.#>, 1.44. J.U, 2.3U, 
K.&J, 
i.lc, 8.C6.4, 4 JO, 4.46,6.to. 6.80, 6.60,6.15, 
tM, 7, 7.20, 7.46k fc.06, 8.80, 8.60, M5. 
S.46,10,10.20 p. lu. 
1U. 10.20 to iiyloaita 
only. 


Sunday cars nil) be run to lult convenience of 


ciiuivh attendant*. 


WILLIAMSTOWN LIKE. 


Ltnt North Adams-8, 7, 7.45,8.30,9.15, U. 10.45, 


11 JO a. in.; 12.16,12.36,1,1.46,2.16, 2-45> 
3.18, 3.46, 4.16, 4.46, 5.16, 6.45, 6.15, 6.4j 
7.16,7.45, 8.16,8.45, SU6, 0.46, *10.16 p. m. 


Leave •SVilll.nistown—7 7.45, 8.30, e.16. 10,10.45, 


11.30 a. to.; 12.16,1; 1.30.1, 2.80, B, 3.80, 
4,4.30, 6, 6.30,0, 0.3D, 7.7.30, 8, B.80.U, 
9.80,10, til P.m. 


Cars leave Blackinton at 630 a. m. for both 


taturday »nd Sunday afternoons and evenings, 
inimencingat 1 o'clock, cars leave «acn end or 
the line every twenty minutes. 


Cars reach Blackinton twenty minutes *flor 


leaving either end of tne Line. 


*Laet to Williamstown. 
1 Last from Yi iiliamstown. 


Stages. 


RUE Daily, except Sundays. 


KOBTB ADAMS AND WILLIAMSTOWN. 


THOMAS McMAHOK, Proprietor. 


Love Richmond House, North Adams, 8.30 « 
0 .; 12.16,2.40, 6 p. m., and, Saturdays, 9.10 p. m. 


Ltav«McMahon'a Stable, Williamstown, 5.1i 


1 .11,11*. m.j 1.46 p. m., and, Saturdays, 6 p. ui. 


KOBTB ADAMS AND READSBORO. 


0, E. FAULKHER, Proprietor. 


JcawFoet Office, North Adams, l.SO p. m. 
leave Poet Office, Readsboro, 8 a. m. 


LOCAL INTELLIGENCE. 


—It is generally considered that the out- 


look for a large amount of buildings in 
the city this year is good. 


—Wm. H. Frear's Troy Cash Bazaar 


catalogue is out. Send for it. It will save 
you money and give you new ideas. 


—The board of public works has posted 


notices in the yard of the public library 
building forbidding any trespassing on 
the premises. 


—Bank Examiner Ewer of Boston was 


in this city Wednesday and made an ex- 
amination of the books of the Adams 
National bank. The accounts were found 
to be in excellent condition. 


—The license commissioners will be in 


session at the city ball this evening at 
7:30 o'clock to consider any matter rela- 
tive to licenses which may be brought 
before them. 


—Berkshire Council 839, Royal Arca- 


num, 
has called a special meeting this 


evening at 8 o'clock at Odd Fellows hall to 
take action on the death of their late 
brother James Fenton. 


—The adjourned annual meeting of the 


Vocal society will be held this evening in 
C. Cessna's office in the Martin block at 
8 o'clock. The meeting will be import- 
ant as the subject of associate mem- 
bership will be brought up for considera- 
tion. 


—C. K Sherman, who is doing inven- 


tory work for the state, is now working 
in Williamstown, he having finished this 
city and Clarksburg. 
He Is taking the 


value of farm property, etc., for the bu- 
reau of statistics. 


—List of letters advertised in the North 


Adams post office April 22: Miss Elvira 
Allen, Mrs. John Lyons, Daniel Daley, Eu- 
gene Dunbar, Hiram Eldan, G. Floyd, 
Francis Gagnon, Edward Griffith, Morris 
J. Levy, Chas. P. Lipson, Louis Normand, 
James E«ddy, H. O. Joslin. 


PERSONAL PARAGRAPHS, 


Rev. 
Francis T. Brown son of Rev. 


George W. Brown of this city has been 
assigned to the Methodist church in Late 
George, N. Y. 


W. H. Phillips of Pittsfleld was in the 


city Wednesday and made a pleasant 
call at the TBANSCRIPT office. 


Master Lawrence McNamara is ill at 


his home on North Holden street with 
measles. 


John Page of Liberty street spent yes- 


terday with friends in Albany N. Y. 


Mrs. T, B. Furguson is seriously ill at 


her home on Luther street. 


J. Russell Ferguson of Luther street 


has resumed his position in the C. T. 
Sampson Manufacturing company. 


Mrs. E. B. Carpenter of Quincy street is 


spending a few days at the home of her 
sister at Schaghticoke, N. Y. 


Mrs. F. L. Newton has returned from a 


visit of several weelti in New York. 


Millard Blancaurd of Eagle street spent 


yesterday in Troy, N. Y. 


Capt. Munting of the Salvation Army is 


in Pittsfield for a few days taking a much 
needed rest. Lieut. Nelson is conducting 
the meetings during her absence. 


Dr. Anna Blossom is rapidly recovering 


from her recent illness and will resume 
her practice Saturday. 


Mr. and Mrs. Thomas McDanicls Potter 


arrived in this city this morning from 
Los Angela*, Cal. They will visit at the 
home of Mr. Potter's parents on Wall 
street for several week. 


Williams 29, Holyohe Athletics 12. 


Williams had an easy time with the 


Holyoke athletics la the first game of the 
season at Williamstown Wednesday after- 
noon and Smith and Stevens, the visiting 
pitchers, were given a warm reception, no 
less than 20 hits being made off their de- 
livery. The visitors piled up 16 errors and 
with the aid of bits and errors Williams 
scored 29 runs. 
Williams substitute 


pitchers, Dnrfee and Corey, allowed the 
visitors 12 hits, which with a base on balls, 
a wild pitch and six errors netted the Hol- 
yoke men 12 runs. The weather was raw 
and cold and the diamond was heavy. 
The collegians played a remarkable good 
game under the circumstances. They put 
lots of snap into their work, which was in 
marked contrast to that of the semi-pro- 
fessionals. Little Davis caught a pretty 
game. Every man on the team made a 
hit and several fattened up their batting 
averages by touching up the pitchers 
nearly every time at bat. Dnrfee had the 
Holyokes completely at his mercy early 
in the contest, but let up after the fourth 
inning. He was succeeded by Corey in 
the eighth. Heffernan and Bradley were 
given a chance in the field the latter part 
of the game. Heffernan misjudged the 
only fly that went his way and Bradley 
had nothing to do in his territory, but 
both showed up well at the bat. On the 
whole the contest was gratifying to Wil- 
liams men. Vignenx, John Karney and T. 
Karney were the only members of the 
visiting team to exhibit any baseball 
value. The first-named player did some 
remarkably clean 
playing at second. 


About 300 students and townspeople wit- 
nessed the contest. Williams will play 
Holy Cross at Worcester Saturday. Capt 
Lewis's arm is very lame as a result of the 
Yale game and it is doubtful whether he 
will be in condition to pitch. The score 
of yesterday's game,— 


Williams, 
0 6 0 0 9 3 4 7 0-29 


Holyoke, 
0 0 0 0 1 3 3 0 5—12 


Hits, Williams 20, Holyoke 12. Errors, Wil- 


liams tt, Holyoke 15. Times at bat, Williams 68, 
Hjlyoke48. Earned runs, Williams 4, Ilolyoke 
•'. Stolen bases, Street 2, Dewey, Ashton, Brad- 
ley. Drysdale, Davis '1 Carey, John Karncy, T. 
Karney. 
Two-base hits, Street, Goodrich L', 


Bradley, J. Karney, Lyons. First base on balls, 
by Smith '2; by Stevens 2. First base on errors, 
Williams is. Holyoke (i. Left on bases, Williams 
5, Holyoke 8. Struck out, b.f Durfee i; by Carey 
;!; by Smith 3; by Stevens 1. Batters hit, Dewey, 
T. Karney. Double plays, Ashton to Davis to 
Goodrich. Wild pitches, Carey, Stevens 2. Time, 
Ih. 45m. 
Umpire W. A. Lockwood, "J6. 


Drurv vs. Williams Freshmen. 


The Drury baseball team played its 


first game on the fair grounds Wednesday 
afternoon and were defeated by the Wil- 
liams freshmen team in a seven inning 
game by a score of 21 to 10. 


The game was a good one ior an open- 


ing one and although the Drury boys 
were beaten they are by no means dis- 
couraged. 


The score at the beginning of the third 


inning was 8 to 2 in Drury's favor and 
after that inning the team went to pieces. 
The playing furnished evidence whereby 
much improvement can be made and no 
opportunity will be lost to accomplish it. 
The make up of the teams was as follows: 
Williams freshmen, Jencks, m. f,; Main- 
ard, c.; Joyner, r. f.; Jensen and Taylor, 
s. s.; Billedeau, 2nd.; Butter, 1st.; Kel- 
logg, 3rd.; Sergent, 1. f.; Bamoskey and 
Carr, p. 
Drury, F. Warren, o.; How- 


lands, p.; Williams,2nd,; Harrington; 1. 
f.; W. Warren, a. a.; Hadley, 1st.; Welch, 
3rd.; O'Hara, m. f.; Talmadge and E. 
Underwood, r. f. 


F. W. Memmott was umpire. 
The 


next game will be played in Williamstown 
Friday afternoon, May 1. 


The Welcome Gneit, 


Who h lief The man who calls on a 


woman when he 13 at his very best and 
who never stays too long. Oh, that mas- 
culine visitors knew the peril that lies in 
an extra half iiourl Almost every woman 
likes to entertain men at her own home 
and to receive the delloato compliment of 
a personal call, but unless two people have 
the tamo hobby or are engagi'd to be mar- 
ried (or arc about to be) any call that laata 
over an hour is filled with dire threaten- 
ings. "1 knew two men," sighed a young 
woman to her hest friend, "who are both 
handsome, intelligent, courteous and alto- 
gether delightful. 
One comes nt odd in- 


tervals mul stays until 11 o'clock, Holghol 
The other arrives periodically^ 
chats, 


laughs, tells the news—and leaves in hnlt 
on hour. I shudder whon the first comes 
and sigh when the other goes." 


There are more things than letters that 


should bo just long enough to make the 
recipient "wish therowasmoreof it," and 
a call is not leusc among them.—Philadel- 
phia Record. 


Man Eatlnc Woodcock. 


An English sportsman, having hired a 


shooting in Iceland, arriving In the dis- 
trict, aski'd the keeper, "Whore's the host 
place for suipu?" 


'•Murphy's bog, sirr," was the reply. 


"They're just jostling one another in that 
placo, sirr!" 


"And woodcockf" 
"Is it woodcock, your honorP" Then he 


I added solemnly, "Don't you go into Mike 


i Denuis' wood wldout a big shtick, or 


they'll cat you aluive,"—Westminster Ga- 
zctto. 


Wise Man. 


"I don't see how you got your daughter 


to give up bloomers." 


"I told her they wore not becoming." 
"And did elie believe it?" 
'•Mot when I told her, but afterward I 


got her dearest girl friend to tell her that 
Blio looked too lovely for anything in 
them." 


"And thenf" 
''Why, then sho naturally believed me," 


—Chicago Post. 


W. R. C. GATHERING. 


An Important Meeting Now Being Arranged 


for by the Local Corps. 


The Womens Relief Corps of this city 


met last evening and arranged for a 
gathering of representatives of the W. E. 
C. of Western Massachusetts for the pur- 
pose of witnessing the exemplification of 
the secret work of tbe order. 
The exer- 


cises will be held, probably in Odd Fel- 
lows' .hall, on May 5. 
The department 


president and department inspector will 
be present to witness the work. Delegates 
and members to the number of 300 are 
expected from the following corps: Shel- 
burne Falls, Adams, Williamstown, Cole- 
rain, Turners Falls, Conway, Greenfield, 
Plainfleld, South Deerfleld. 


Tho Napoleon Dynasty. 


Fooling himself sufficiently strong, Na- 


poleon clearly intended to gratify in others 
the weak human pride which, as Monies- 
quiou says, desires the eternity of a name 
and thereby to erect a four square founda- 
tion for tlie perpetuity of his own dynasty. 
Tho brothers Joseph, Louis and Jeromo 
were now no longer Bonnpartes, hut Ka- 
poleons ruling as Joseph Napoleon, Louis 
Napoleon, Jerome Knpolcac over their re- 
spective fiefs. Marat, the brother-in-law, 
was already provided for in the same way, 
and there were throe reigning prlncei 
arming the satellites of the i mporinl throne. 
All these could transmit their name and 
dominions in ttw Hue of hereditary succes- 
sion.—Profofesor Sloane's "Life of Napo- 
leon" ia Century. 


Didn't Know. 


There are some persons who cannot take 


a joke, but Snigglns is not ono of them. 
A "friend" acquainted with Sniggins' 
frequent changes of abode asked him 
which he thought was the cheaper, to 
move or to pay rent. 


"I cnn't tell you, my dear boy," replied 


Scigctins; "1 have always moved."—Lon- 
don Tlt-l)its. 


A true and genuine impudence Is ever 


the effect of ignorance, without tbe least 
seine of ii.—u*»>-^. 


The tendon* and cartilages of meats are 


very much more difficult of digestion than 
the fiber, requiring from four to five hours. 


JS'o flesh ie healthy too soon after the 


death of the animal. Meat should always 
be kept at least a day or two before using 
it. 


Highly concentrated foods, like eggs and 


meats, should be eaten with vegetables 
and fruit, which supply materials not cou- 
taluod In tho mom solid diet. 


At tho Berlin People's Kitchen meals 


are served at an expense of 0^4 cents each. 
ThedlnnoT consists of VA pints o£ soup 
and 0>i ounces ot meat or fish. 


Corn bread ig raid to bo porfacily digest- 


ed at the ond of three hours, but with some 
persons the digestion of this kind is much 
more difficult than that of wheat. 


No man can lay down a rule oC guidance 


for another man's stomach. .Every stom- 
anh is a law unto itself. There are enrol) io 
dyspeptics who digest pork and beans bet- 
ter than any other food. 


Tho Roman treatment of the stomach 


was heroic as well as epicurean. At a 
Roman feast emetics were provided for 
the guests when they could eat no more, 
and after undergoing the effects of thcso 
tbe feast was renamed.—St. Louie Globo- 
Domocrat. 


What a funeral of favorite sons there 


will bo at St. Louis!—Wlsconiin State 
Journal. ___^___^_.._ 


TOWN TALK. 


Jeweler Higley will save you money on 


wheels. 


"Rogers" Plate. 


There are 48 different makes of "Rog- 


ers" knives but only 3 are really genuine. 
Look for the Anchor brand on each end 
of the word Bogers. 
Cimeter blade and 


Swaged. We will sell these GENUINK 
12 dwt. Rogers knives Saturday for $3.00 
per doz. 
Remember, look for the An- 


chors and Cemeter blade. 
L. M. BABNES, Wilson House, jeweler. 
SATURDAY. Silver blouse waist sets 


worth f 1.00 will be sold for 50 cents Sat- 
urday all day and evening. 


L. M. BARNES, Wilson House jeweler. 
"Blood is the life" and for cleansing and 


purifying the blood and building up the 
system "Wyoming Cordials" has no su- 
perior. 


Mrs Crowell of Union street says, "I 


have used "Wyoming Cordial" and have 
never found anything that has benefited 
me so much, and I cannot say too much in 
its praise." gold only by 


G. A. HASTINGS, 


eod 
76 Main street. 


Marvelous Results. 


From a letter written by Rev. J. Gun- 


derman, of Diamondville, Mich., wo are 
permitted to make this extract: "I have 
no hesitation in recommending Dr. King's 
Mew Discovery, as the results were almost 
marvelous in the case of my wife. While 
I was pastor of the Baptist church 
at Rives Junction she was brought down 
with Pneumonia succeeding La Grippe. 
Terrible paroxysms of coughing would 
last hours with little interruption and it 
seemed as if she could not survive them. 
A friend recommended Dr. King's New 
Discovery; it was quick in its work and 
highly satisfectory in results." Trial 
bottles free at Burlingame & Darby's 
Drug Store. Regular size oOc. and $1.00 1 


MARRIED. 


In this city, April 13, by Bev. Dr. George W. 


Brown, Burton D. Powell of this city anl 
Florence H. Wilcox of Wells, Vermont. 


JDIED. 


In this city, April 22, James Fenton, aged 59 


yean^ 1 month and 5 days. 


HELP WASTED. 


A girl to do general housework. 
Inquire at 


'-' Quiucy st. 


Competent woman for general housework. 
None but experienced help need apply. 
U8 
Summer street. St. John's Rectory. 


A con»p*«>nt girl to do general housework. 
Inquire Saturday at 7 p. m. at 70 Holden st. 


A youiie itlrl to do house-work in a small 
family. Address, Bra B Transcriot office. 


An experienced woman to do housework. Apply 


at m East Quiucy street. 


A woman to keep house for an elderly man 
and sou. Inquire at 77 Main st., {loom 3, 


A middle nfc«<l woman to da general 
housework in a small family. Inquire at 51 
Bracewell ave. 


SITUATIONS WANTED. 


A yonne lady would like a place to do house- 
work. 
Cut at 1'J Lincoln sf 


'VOIIUBT man who has been out of work for 
sometime would like to work at any- 
thing. Is strictly honest and temperate, can 
fnrmsh 
references. 
Address, 
Honest 
Transcript office. 


BT intellie^iif. temperate American of ma- 
ture age, and good address, U years exper- 
ience in commercial life, would like position 
that would promise future growth. Address 
M. F. O. Box 195. Williamstown. Mass. 


TO BENT. 


Plensniil furnished room with board. 
No. 3 
Kew Blackinton block. 
tf 


New House, head of Holbrook street. 
7 rooms 
all modern improvements. 
Inquire at H, A. 
Gallup. 
281tf 


Furnished Room, with Bath and gas, Ho. 
9 Bank street up one flight. F. K. Ourney. 
Store. 22 State St. Inquire ofl. Collins. 


WANTED. 


A lady wants a large furnished room. 
tf 


Bonrdrro for a private Boarding house, first- 
class table board by the day or week at 115 
Main Street. One loom to rent to a desirable 
lady. Miss M. Perrault. 


Any one wishing to have family washing, 
good laundry work or house cleaning done 
is requested to call or Bend word to Mrs, 
Palmer, 4 Park avenue. 


A «ni«H tenement or three or four 
unfur- 
nished rooms for two elderly people. Address, 
Box K, Transcript office. 
lit' 


FOR SA.1.E. 


A tweond-lmml 
horizontal 
boiler 
of 
about 50 horse power for sale cheap. Can be 
seen at brickyard in Braytonville, or in- 
quiry can be made at our oihce, 5 Burllngama 
Block, North Adams Brick Oo. 


A two-tenement house, large lot, centrally lo- 
cated. For particulars inquire at 180 River 
street. 
(itJSSx 


Bnrfrnin* in Kenl Estate, tlireo tenement 
house on Prospect street, three doors from 
Eagle. Dwelling home find acre of land on 
State street near new houso of J. H. Fla^g, 
Millard property on Center street. Building 
lot on Boat Quincy street. S. P. Tnnyer. 


New three tenement house, good location. A 


10 per cent Investment, or will ewhanire for 
alarm. C. A. Card, Real estate ngeat, 3 
Martin block. North Adams. 


Thro* Acre* of land and new dwelling 
on North Vcozie street. Inquire of U. A. 
Gallup, Boland Block, or on premises of Mrs. 
Alice Bennett- 
All or part of the H. P. Greene place near JGroy 
lock. Must Sell to Eettle up the estate. 
Henry A. Tower, 
Administrator 


LOST. 


A pooKetbook. lastnlgh; at Baptist Chapel 


at concert. Card with name inside. Finder 
please leaveotTianfctipt office. 


NOTICE. 


The Board of Public Works will hold their 
regular meetings in their room at City Hall 
on Monday an<! Friday afternoons at 3 o'clock, 
W. O. CADY, Chairman, 
JAS. K. HUNTER, 
GBO. W. CBACB 


line of Blouse Sets 
is 
having 
a re- 


markable sale, 


A. .» Sterling Silver Belts 
will with silk belting are 
excellent value at $1.OO 
each - - - - 
Leather Belts at 


Popular Prices. 


The City Jeweler's 


A few more genuine 
Rogers 12 dwt, 
Medium Knives at 


$2-5° per Doz. 


Saturday 


of this week. 


N GOOD 


That is why we keep 
selling Jewett Refrig- 
erators, White Moun- 
tain Ice Cream Freez- 
ers, 
Triumph 
Oil 


Stoves. 


TH 
BEST 


L.D 


W.H.Sperry&Co. 


Auction. 


I shall sell at Auction on 


Saturday 


the 25th day of April, 1896, at 1.30 
p. m. at my Auction rooms, rear of 
S. J. & W. C. Ellia & Son, No. 20 
Main street. 


A large assortment of Household 


goods, consisting of oak chamber 
•eta, extension tables, center tables, 
chairs of all kinds, parlor sets, mat- 
tresses, blankets and pillows, refrig- 
erators, stoves, ranges, etc. 


On the same day at 1 o'clock, p. 


m., I shall sell at the Watering 
Trough on Main street, one hack, 
one market wagon and one buggy, 
harnesses, etc. 


CHARLES L. FRINK, 


Auctioneer. 


It pays to use the best 
materials in making 


Ice Cream 


McNEILL'S 


proves it. 
Try it. 


Telephone 18-4. 


TEAS 


We have a fine line 
of teas and can suit 
you. 


Give us a trial and 


be convinced, 


WHITE & SMITH 


11 Bank Street. 


Black and Tan Dogs. 


We do not keep. 
But Shoe Dressings for Black 


and Tan Shoes, we are Headquarters. - - 


AH 25e Shoe 
Here, Only FOURTEEN CENTS. 


HERE'S THE LIST. 


Boston "Waterproof" 
Our price 14c made to sell for - - - 25c 


Whittemore's "Gilt Edge" - - - Our price 14c 
" 
" 
- - - 25o 


"Dandy" Russet - - Our price He larger size than last year. 


Ecstoff & Bittruanu's '-Glycerole" Our price He ui.v.le to sell for • - - ijc 


' 
"Royal" - - Our price Cc 
" 
" ... loc 


WEBER Bros., The "Wholesalers." 


Count 


You can't always Get big Prices Because 


you always have. 
Neither can you make 


the People think that 
Frosl's IVIeat 


Is no good, they are 


bound to see for themselves. Consequently 
"We sell a little meat most every day 
Things must come my way. 
I am mak- 


ing money while they are losing it. 
The 


more meat I sell, the lower the price goes, 
If my trade keeps increasing I think I can 
give the people their meat before many 
weeks, But you had better buy 


A Ham 


tonight, 


won't always be sold at these prices, 


They 


ALBERT L. FROST, 


85 Main Street 
North Adams. Mass. 


OAK AMD PINB 


Wanted! 


The Board of Health desires 
to lease a parcel of land to 
be used as a 
Public 
Dumping 
Ground. 


Any person having Euch land 
to lease may communicate 
with tlie board, statins loca- 
tion and price. 


Board of Health, 


Refrigerators. 


PRICES LOWER THAN 


EVER. 


Burdett 


113 Main St., 


RawESnson. 


North Adams. 


Have You a Lawn? 
You can Improve It by Using our 


CENTRAL PARK Lawn Grass Seed 


and ODORLESS Lawn Dressing. 


Green 
Goods- 


lint ihffe ii no deception about 
them. Tjey are right ia pUm 
sight at 
West End 
Park 


and we nue you full value for 
ycur money 
..... 


J. M. DARBY, 
49 EAGLE ST. 
Telephone 212 


Ladies and GentlemenT 


11 you want uu Artistic job ia :at 


CLEAMG PRESSING AND REPAIRING 


oi your znnaeais, call on 


ALFORPI 
•••«*•••••* m*& 


. O'DEA, 28 Holden St. 


Agent for the woll-ltnowa &:!'i first-cUit 


ouse aad Clcai.iae ES'.K ji!iii,:aeut oi 


-UO MAIN i 


McCOMBE & SONS, Albany, N. Y. 


called lor aad I'roiupUy Uulivor«4. 


lEWSFAFERl 
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Watches 


We are selling better watches for 


less money than ever before. 
£. Howard & Co., 


watches take the lead. 
The com- 


bination or trust being oft enables 
us to sell an 
Appleton, 


Tracy & Co. 


17 Jeweled, "VValthain movement, 
20 year, Gold filled case, complete 
f 01 820.50. 


Silver novelties, Belts, Blouse 


waist Sets at the lowest price, taking 
wake and quality into consideration. 
Our silver is up to standard, y2o- 
1000 fine. 
All goods sold just as 


repicsented. 
Card Plate 


Engraving 


1 Plate ami 00 cards, 81.00. 
Eyesight Tested Free. 
Cold, Silver, and Steel Spectacles 


furnished or made to order at short- 
est possible notice. 
L M. "BARNES, 


5 Wilson Block. 


Jeweler and Optician. 
Shavings 


Another Car of 
BALED 


SHAVINGS Just Arrived, 


Unheard-of prices for 


Bedding 


for Horses and Cattle. 


Costs one-half what 
Straw does. 
Lasts 


twice as long. 


'rice on a lend delivered from the car. 


OrdT at once of 
T. W. Richmond <5 Co,, 


T. K. RICHMOND N. H. ARNOLD. 


31 STATE STREET. 


F. 6. FOUNTAIN, 


THE 


THE 


NEW $5 POCKET KODAK. 


NEW $8 BULL'S EYE. 


Arc tbe favorites and Isaden In th« 
rccr. Popular and plcasaut Amateur 
Fhctograpv. No one can afford to do 
without Good Pictures when they can 
be obtained with so little trouble and 
expense. 


F. G. FOUNTAIN, 


SOCIETY STATIONKBY AND 


PHOTOGHAPHIC OUTFITS. 


£ank Street, 
North Adams, Mass. 


HARVEY A, GALLUP 


BUYS, 


SELLS 


sccl EXCHANGES 


Real Bsiate 


Eoland Block, 
N, Adams, 


SDBDRBANJEWS. 


Happenings of Interact In Our 


Neighbor Town*. 


AT ADAMS TODAY. 


The Church Strike. 


Membsrs of the local Masons, Brick- 


layers & Plasterers' union state that they 
have received word from Lee that there 
are no union men employed in the Grass 
works and that consequently they can do 
nothing about the disputed stone. 
At 


Wednesday evening's meeting the union 
discussed the question and appointed a 
commit!e to see Mr. Shea of Morriwey & 
Sheaio whom the brick contract has been 
let. Mr. Shea told a TRANSCRIPT reporter 
this morning that the committee had 
seen him but they had nothing of import- 
ance to suggest. The stone and brick are 
being laid and Mr. Shea says that all the 
men in his employ are union men bnt no 
members of the local union are on the 
job. It lies entirely with themselves, he 
said and when they decide to return to 
work he has no objection to them. 


sewers From the New Mill. 


Ths Berkshire Cation company recently 


laid a sewer from the number 8 mill to 
the canal at the east side, under the Bos- 
ton & Albany tracks. Last week they 
procured permission to run another under 
the tracks and work was started Wednes- 
day. 
The work had not progressed far 


however when the railroad company 
rescinded the permit and the second sewer 
will connect with the first on the west 
side of the tracks. 


The Creamery Opened. 


The Greylock Creamery company's 


plant was started Wednesday and the 
farmers of the vicinity promise to supply 
all the cream that is necessary to enable 
the company to make a very large supply 
of dairy produce. The first three pounds 
of butter were sold for a dollar each, two 
of them being bought by Frank E. Mole 
and Elisha Burlingame of this town, both 
stockholders in the company. 


Mrs. August Klttler. 


Mrs. Annie Kittler, wife of August Kit- 


tier died at her home on Hoosac street 
Wednesday after a long illness. 
Mrs. 


Kittler was fifty-two years of age and 
was born in Germany, a daughter of Jo- 
seph and Mary Esler. 
Mrs. Kittler will 


be buried Friday morning. 


Officers Appointed. 


The selectmen last night appointed two 


additional nollce officers,—Henry Brodeur 
aid John Ford. 


Dr. H. A. Smith and H. B. Bnrdiek 


went to Cheshire, fishing, Tuesday and 
caught ninety-three large trout. 


The society dramatic club will present 


the play "A Mischievous Nigger" at the 
St. Jean Baptiste fair this evening. 


The Odd Fellows worked the first 


degree at Wednesday's meeting. 


Fourteen candidates will be initiated at 


Saturday evening's meeting of the local 
New England Protective lodge. 


Tne Universallst women will hold their 


annual festival at the opera house Friday 
evening, May 8. 


The high school juniors met Wednes- 


day evening to act on the matter of pur- 
chasing class pins for the seniors but did 
nothing definite. 


A door-step has been made in the rear 


pf the post-office and the mail path from 
there to the depot is being graded. 


Rosanna, the 4-yean-old daughter of 


Mr. and Mrs. Napoleon Boisvert died at 
her home at the corner of Beach and 
Temple streets Wednesday. The funeral 
occurred from the church of Notre Dame 
at 11 o'clock this morning. 


The funeral of Mrs. Frank Delancey oc- 


curred from her late home on Temple 
street at 2 o'clock this afternoon. 


John McAndrews held ticket 298 which 


won the chamber suit awarded by B. N. 
Richmond. 


Mrs. James R. Pickett returned Wed- 


nesday night from Worcester, N. Y., 
where she went to attend the 'funeral of 
her mother. 


Henry M. Fern's cigar store is under- 


going a course of.repairs. 


James E. Cadigon and Edward Riley 


returned Wednesday from Boston where 
they attended the Democratic State con- 
vention. 


A daughter ww born to Mr. and Mrs. 


Richard Welch Tuesday. 


A son was born to Mr. and Mrs. James 


Knapp Wednesday. 


A. L. Millard of Springfield is in town. 
The Xylonite celebration committee 


will meet this evening. 


They all say so. 


Mr. Darius Smith, druggist, 310Mulberry 
tlieet. Syracuse, N. Y., fia>a: 1 fcootv of 
««ig uuw when 


Smith's Eye -Water 


Fnf teen olgreat benefit, emongthema 
frcirlBcnt clergyman. It glvea satiBlao 
tit u cud it a good seller, it baa « yellow 
*KI] fir ii lib large Eye on top. 


HCENT91 


The City 
CASH 


GROCERY 


Has no books, no book-keeper 
i.ntl no clerks out bolicitm^ 
orders. My prices are iny sales'- 
n en and nyr goods are sold on a 
i mall margin from the wliole- 
tale price. 
Goods delivered. 


F. E. BENSON, 


£•>. I/- - «-H Marshall 


CHESHIRE. 


A son was born to Mr. and Mrs. Will 


Daniels April 20. 


John Lowd will move to the Tanner 


property. 


There were several at Pittsfield Wednes- 


day to hear the celebrated D. L. Moody. 


Mrs. Jane Carpenter moves to the rooms 


over C. IX Camming's store. 


There is a case reported here in which 


the board of health it is thought may be 
required. 


J. D. Xorthup is 111 at his residence on 


Depot street. 


Henry Wolcott has the most profitable 


lot of fifty fowls hereabouts. lie makes 
them lay. 


Truant Officer Morey has some duties 


devolving upon him these fine days, when 
the school boys are strolling; to see the 
steam shovel operate at the gravel bank. 


KILLI&MSTOWK 


J. M. Woodward, '9S, left college today 


and goet. to Brooklyn where he will assist 
his father who is In poor health. 


MIES Helen Hart will give a dance in 


Rcuther's hall this evening. 


Miss Margaret Irwin of Winchendon is 


in town for • few days. 


The first social in th» Episcopal church 


was hel<1 last evening and was a very suc- 
cessiul affair. 
Professor Morton and 


Messrs. Woodward, Mudie, Green, Blaze 
and Crocker sang solos. Mr. "Harry Qar- 
stang rendered two selections on •'The 
Fairy Bells." • Icecream and cake were 
served. 
The Sunday school-room was 


lighted by gcis and banquet lamps, and 
Easter lilllei added greatly to the beauty 
of the room. 


Williams freshmen won tbe game from 


Drury yesterday afternoon on the Fair 
Grounds. 


BLACKINTON. 


Mrs. Richard Fleming left town today 


to visit her daughter atWoonsocket, R. I. 


The annual supper of Brigade 6, Order 


of Alfredians, will take place Friday even- 
ing at the Richmond house, North Adams. 


A son was born April 21, at Woonsooket, 


R. I. to Mr. and Mrs. B. W. Washburn, 
both well known ih the village. 


P. J. Mahoney, M. H. O'Brien and J. H. 


Mahoney will represent the F. M. T. A. 
society at the county convention at Dai- 
ton, Friday night. 


The Union Veterans association will 


bold their annual meeting at school hall 
tonight, to elect officers, and arrange for 
the observance of Memorial Day. 


Superintendent of Streets Berry has a 


large force of men at work in this village 
repiiring the streets and doing other 
rnach needed repairs. 


The next meeting of the Northern 


Berkshire Literary and Debating club 
will be held next Sunday afternoon at the 
rooms of the F. M. T. A. society, when 
the question "Resolved that Washington 
did more for his Country than Lincoln" 
will be debated. 


NORTH FOWNAL. 


At the annual meeting of Pownal lodge 


No. 103, held at Masonic hall Tuesday 
evening April 21 the following officers 
were elected for the ensuing year: W. M., 
S. L. Smith; S. W., U. J. Ladd; J. W., 
T. H. Hall; S. D., A. B. Gurdner; J. D., 
J. M. Peckham; Secretary, J. S. Niles; 
Treasureer, A. J. 
Merchant; 
Tyler, 


George Brown. 


Appointments for next Sunday April 26 


for the M. E. society: 


Sunday school at 1 p. m. 
Dedication 


services at 2.30 p. m, at Weslyan hall. 
Wednesday evening class meeting. Fri- 
day evening of |this week, birth-day 
party. Everybody invited. 


Farmers have commenced plowing and 


a few have sowed oats. The warm 
weather of the past week has started the 
grass and with favorable weather stock 
will be at pasture ten days earlier this 
spring than common which will be ap- 
preciated by those who are out of hay. 


A meat market and ics house is being 


built on Dr. Potter's land near his resi- 
dence. It is to be covered with an iron 
roof. It is located just south of the 
watering trough below the highway. 


A. W. Haft'was on his tea route again 


Tuesday the same as usual. 


Frank Lewis was showing some fine 


raisins this week on his route. Mr. Lewis 
is a young man with more push than the 
ordinary man is gifted with. 


Oar people ought to be more than good 


this summer with three religious organi- 
zations in our midst. 


Vermont statutes 1S94, page 916, sections 


5140 and 5142. Are we familiar with them. 


HEMLOCK BROOK. 


A son was born to Mr. and Mrs. Cbaun- 


cey Galusha, Tuesday, April 21. 144 Ibs. 


S. A. Hickox's address at the farmer's 


meeting in Boston on April 11 was of 
special interest to dairymen and is pub- 
lished in the "Ploughman." 
Subject, 


"The economical feeding of dairy stock." 


Mr. and Mrs. Augustus Torrey have ral- 


lied somewhat, but both are in a feeble 
state. 


Henry J. Pease has not left his room for 


several weeks and can sit np but little of 
the time. 


James McLean, who was so badly kicked 


by a horse that his life was for a while 
despaired of, has begun to get better and 
was able to be moved to his home yester- 
day. 


H. L. Gardner and family visited rela- 


tives here Sunday. 


NORTH HANCOCK. 


The school opened April 13, with fifteen 


scholars, mostly very small. 


Sunday school will commence the 


first Sunday in May. 


W. A. Qardner has gone to house-keep- 


ing in his own house. 


David Love bos moved in Aurelius 


Gardner's house. 


Charles Gumming has moved in the 


house vacated by Allie Hassan who has 
gone to Qar&eld to work for Mr, Atwater. 


Mr. Hiram Smith is visiting his sister 


Mrs. 
Abby Qardner. 


W. H. Mason has completed the addi- 


tion to his house, and Joe Dennis has 
moved in one part and John Lewis in 
the other. 


Mr. Blake from Berlin is to work at 


the mill and live in the house vacated by 
Mr. Ketchum, who has gono to South 
Williamstown. 


J. Montgomery has moved to Williams- 


town. 


Mr. Marance Sweet has lost two valu- 


able cowsthis spring and has been buy- 
ing of John Taylor. 


The road has been in a very bad condi- 


tion between here and the Williams- 
town line, being almost impassable. 
Mr. 


Sweet put it in repair. 


Norman Sweet's friends are sorry for 


his serious illness, and hope he will re- 
cover soon. 


The warm weather has finished the 


maple sugar business for this season. 


NEW ASH FORD. 


Howard Drew and wife have moved to 


Laselle Baker's house. 


It has been decided to have bnt one 


school this year and carry the children. 


Joe Middlebrook is to work for V. M. 


Mallery this year. 


William Fields of WilHamstown has 


moved to the elm tree house in town. 


J. M. Harris of Providence, R. L, is vis- 


iting at Mr. E. Ingraham's. 


Mrs. Darias Qoodell, who has been very 


ill for some time is slightly improving. 


CHARLEMOXT. 


Mrs. 
Julia Burnham is at home on a 


visit for a few days. 


Mrs. O'Hearne is quite sick. 
A new flag pole has been set np at the 


North school house and the pupils are 
anticipating great pride in unfurling the 
national colors to the breeze. 


Sarah Warner opened a new stock of 


millinery Monday. 


FLORIDA. 


The storm of Sunday that passed over 


this section was the most severe that has 
visited here in the memory of the oldest 
resident. 
The lightning made Bad work 


among the trees and the rain washed out 
the roods terribly. 


Schools all began their work an Monday 


bnt the bad traveling interferred with 
the 
attendance 
somewhat. Num- 


ber* 4 and 6 are 
discontinued 
this 


term, 
the 
few < scholars 
of 
these 


districts being conveyed to the next 
school district. 


The sugar season has been short and 


sweet, the yield is up to the average, al- 
though a shorter season, the sap proving 
more productive. 
"Genuine" syrup 


dealers are looking for the drippings and 
scrapings to peddle off on unsuspecting 
city residents as Maple sugar. 


Workmen are engaged preparing Bice's 


hotel at the Hoosac Tunnel, for summer 
residents. 
This new structure is built on 


the site of the building destroyed by fire 
several years ago. 
It is commodious and 


ample, the design being to spread but and 
not up, so every room is light and cool 
and not high up. The location at the base 
of the mountain near the river Is very de- 
sirable. 


The Baptist church will hold its Coven- 


ant and Communion services on May 2 
and a 


ZOAR. 


Miss Anna Matteson was boms from 


Greylook Sunday. 


George DeWolf was home from Spring- 


field for a few days recently. 


Clarence Matteson has returned from 


Springfield, where he has been studying 
shorthand at Hinsman's Business college. 


J. C. Bryant of Springfield has been in 


town several days looking after tho 
affairs of his brother, the late C. S. Bry- 
ant. 


Several citizens of Kowe were seen here 


Monday looking out a route for the long 
talked of telephone line from Zoar to 
Kowe. 


Mr. and Mrs. H. Manning went to Bos- 


ton last Monday with their son, Charley, 
who is a cripple. The doctors about here 
pronounced it spinal difficulty, but the 
physician in Boston says it is paralysis of 
the muscles, 


Clarence Matison was taken 111 quite 


suddenly this week with pneumonia. 


Mrs. 
E. Truesdell, aged eighty, died 


Tuesday, April 21 of old age. Funeral at 
the house at 2 o'clock p. m. 


READSBORO ITEMS. 


—Mrs. A, W. Harrington has a new 


bicycle. 


—Henry Tyler of Jacksonville was in 


town Tuesday. 


—R. Q. Wiicoz of North Adams was in 


town Tuesday. 


—Mary Jane Bliss is doing housework 


for Rufus Case. 


—A. A. Butterfleld of Jacksonville was 


in town Tuesday. 


—Elijah Parsons has purchased a valu- 


able pair of cattle, 


—Samuel Tebo has purchased a new bi- 


cycle of H. E. Parsons. 


—H. M. Calllsum of Syracuse, N. Y., 


was in town Tuesday. 


—Albert Perry lost the tip of one finger 


at the chair shop Saturday. 


—II. A. Hicks and wife went to New 


York Tuesday to buy goods. 


—J. E. Sheldon is building an addition 


to his blacksmith shop, 16x28. 


—W. D. Howe is working on his father's 


farm in Whitingham this season. 


—Charles Cutler and John Sawyer are 


painting Charles Girouard's house. 


—Joseph labeauf cut one finger on a 


rounder at the chair shop Thursday. 


—Miss Ada Faulkner of Wilmington has 


visited this week at Charles Faulkner's. 


—Miss Alice Goldtbwoit is working for 


M. O. Hicks in place of Miss Lena Davis. 


—Will Perry and wife are to begin 


housekeeping in Joseph Lepage's tene- 
ment. 


—I. G. Pierco has moved Into one of 


Bullock's tenements near the printing 
office. 


—Miss Lottie Brown has returned from 


her work at Monroe Bridge and is attend- 
ing school. 


—Mrs. Will Wiley and Mrs. C. G. Brown 


visited at Oscar Chase's in Whitingham 
last week. 


—The listers have been busy this week 


looking over the inventories and finishing 
up their work. 


—Titus Stowe has been in Wilmington a 


few days preparing some maple syrup for 
the market. 


Mary Reynolds is living at S. J. Faulk- 


ner's and will probably make her home 
there permanently. 


—C. E. Tobey was called to West Brat- 


tlcboro Friday on account of the sickness 
of his brother Henry. 


Mr*. Frank Boyd writes from Orange 


that her mother, Mrs. Hitchcock, is in 
very poor health. 


—A nice oil painting of the big dam is 


on exhibition at Bullock's. It was painted 
by William Chichester. 


—Mrs. A. G. Fay has been sick the past 


week with malaria fever. 
Miss Eva 


Harris is working for her. 


The youngest son of J. W, Jones broke 


his arm Monday by foiling from a horse. 
Dr. Ward reduced the fracture. 


—Byron Boyd lost the tip end of one 


finger at the box shop recently by getting 
it caught in acornering machine. 


—Paul Duprey has finished work at D. 


J. Barber's tannery and gono to work on 
the log drive for the Deerfleld River Co. 


—Mrs. Mary Dix of Fitchburg has been 


visiting her old iriends and neighbors in 
this town and Whitingham fora few days. 


—Frank Carpenter has been in town 


this week a few days. He is now doing a 
collecting business in Boston and is his 
own boss. 


—The soda fountain was put into use at 


Bishop's drug store Saturday and the 
public was invited to partako gratu- 
tiously. 


—A brother of G. M. Bemis from Lon- 


donderry came Tuesday night and his 
horses were led across the iron bridge on 
planks. 


—H. I. Stafford, the contractor, expects 


to have one side of the iron bridge so that 
teams can pass today or tomorrow, 
weather permitting. 


—H. K. Parsons has taken the agency 


for the Masonic Equitable Accident asso- 
ciation and the Massachusetts Mutual 
Accident association. 


—John Duperreanlt has had a bad hand 


caused by getting it poisoned while at 
work in the tannery, but it is better and 
he has gone to work again, 


J. P. Lord passed a very bad night Mon- 


day. He is very low and probably cannot 
stay among us much longer. He is one of 
tho nldest pwsonB in town. 


—W. D. McNeil, the master mechanic 


at the railroad machine shop, has finished 
the repairs on engine No. 4 and it is all 
painted and lettered in fine style. 


—A. Menard has the contract to build 


twelve flat cars, forty feet long, for the 
Hoosac Tunnel & Wilmington railroad 
company and has commenced work. 


—D. J. Barber has put in about 300 feet 


of piping at his tannery Sere to help about 
drying the hair taken off the hides. It is 
to be placed on wire screens and dried by 
steam. 


—A, L. Gagnon, son of Superintendent 


Gagnon at the tannery, left for North 
Adams Tuesday. 
He has a sore hand 


caused by getting it poisoned handling 
hides at the tannery. 


—J. Burdon, the harness maker, "says 


people can bring their work at any 
time and he will do it evening's. He will be 
at home every Saturday, but works the 
rest of the week at the tannery. 


—The Readsboro city band is laying 


plans to give a series of ten public con- 
certs this summer. The first of these con 
certs will be held in a few weeks, notice 
of which will be mads through these col- 
umns, 


—Many of the residents of School street 


have cleaned up their front yards. Others 
about the village might with profit do 
likewise. The spring of the year always 
finds plenty of litter around one's build- 
ings which ought to be removed. 
—The village schools began Monday with 
these teachers: Miss Church of Shelbume, 
N. Y., advanced department; Mise Calla 
Bowen, intermediate 
department, and 


Miss Perry of Holyoke is again in charge 
of the little ones. 


—A few Readsboro items went astray 


last week and among them was an ac- 
count of the town meeting Saturday. A 
tax of twenty cents was voted in addition 
to that required by law, making seventy 
cents on a dollar in all for school purposes. 


—The uncommonly hot weather last 


week caused the sugar makers to cease 
operations. About an average crop is the 
general verdict though some farmers had 
only just got started. Those who started 
early had a good run though it was very 
short. 


—One of the piers in Newton's pond 


went over the dam Friday. It was the 
one nearest Jothan Whitney's house and 
which the ice moved a few weeks ago. 
The pier wss built of logs and filled with 
stone, but it was seen to float down 
stream ard went over the dam with a 
crash. It was smashed fine in the drop of 
fifty feet. 


—The Readsboro City band will hold a 


dance tomorrow evening at Monroe 
Bridge, the newly organized orchestra of 
nine pieces fnrnishing the music and I. G. 
Pierce will prompt. It is a lamentable 
fact that the band boys were obliged to go 
out of town to secure a hall for this dance, 
but they will endeavor to give all their 
friends a good time at our sister village 
and the dance should be well patronized. 


—The Snow left this year with a rush, 


the hot weather proving fully as effective 
as the usual spring rains and the roads 
outside the village are deep with mud. 
Traveling it extremely bad in any direc- 
tion though our streets are dry and the 
grass is green around the houses. 
The 


Deerfleld river has been nearly np to high 
water mark every day for a week and the 
water makes a pretty sight as it pours 
over Newton's dam. 


—Mrs. Fred Burnham of Winsted, Ct., 


has been visiting in town recently. Mrs. 
Burnham reports very high water in 
Winstead a short time ago, some of the 
streets being flooded. The water came 
into their house three feet deep and re- 
mained for a day or so. Their furniture 
was nearly ruined and about everything 
else in the house also. Mr. Burnham has 
been sick a good deal since they left 
Readsboro, and luck is surely against 
them. Mrs. Burnham is visiting a few 
weeks among friends in this vicinity, 


—A. B. Clark of the Readsboro chair 


company has received word that his 
father's bouse in Middletown Springs was 
struck by lightning Friday. The light- 
ning struck the chimney and passed 
down into every room in the house. It 
tore up carpets and furniture and tore 
down pictures from the walls as it passed 
from room to room. Rafters were torn 
from the roof and shingles and clapboards 
flew in all directions. Mrs. Clark was up 
stairs and she saw the ball of fire as it 
passed within two feet of her. She was 
prostrated by the shock and also a man 
who was putting down carpets, bnt both 
of them have recovered. The house was 
set on fire bnt the village people rallied 
and put out the fire. The house was 
nearly all torn to pieces. It was a very 
narrow escape for Mr. Clark's family. 


STAMPORD. 


The snow has all disappeared. It came 


and went in less than three months. It is 
very bad traveling on the hills but getting 
settled on the main road. 


Dora Bishop is working for Mrs. Obed 


Hall. 


Emma Bratton is working at Frank 


Jepson's. 


Albert, youngest son of Andrew Fuller, 


was badly hurt last Sunday night by being 
kicked by a horse. Dr. M. M. Brown 
attended, no bones were broken. 


Farmers arc very busy doin; their 


spring work. 
' 


Our sugar season was short, but very 


sweet, some making more syrup than lost 
year. 


Albert Lesure did not buy the farm at 


Greylook as was reported two week's ago 
in the TE.VNSCEIPT as tho trade 
fell 


through. 


Mrs. William M. Sanford took a trip to 


Williamstown recently. 


The ladies are to act as financial com- 


mittee this year at tho M. E. church. Six 
of them met at Mrs. Foster's Thursday 
afternoon. 


HARTWELLViLLE. 


E. B. Fuller was quite sick last week 


but is able to be around again. 


Mrs. 
E. B. Fuller is quite sick. Dr. 


Nichols is attending her. 


Mrs. Silos Mason is on the.sick list and 


Dr. Ward is attending her. 


W. S. Bellows is quite oiok. Dr. Nichols 


was called to see him Monday. 


S. Mason has started bis mill as he has 


quite a number of orders for lumber. 


The Wilmington stage has changed 


hands again. Fred Hawkins has sold it 
to Mr. Btarks. Mr. Starks drove stage on 
this route a few years ago end he was 
always on time, and the patrons will be 
accommodated by him cs heretofore. 


The listers are getting their assessments 


on to tho grand list book and soon the 
taxpayers will be asked to call at the 
*feaso' -r'a i>i3c-e and settle. 


Electric Bitters. 


This remedy is becomming so well 


known and so popular as to need no 
special mention. All who have used Elec- 
tric Bitters sing the same old song of praise, 
A purer medicine does not exist and it is 
guaranteed to do all that is claimed. Elec- 
tric Bitters will cure all diseases of the li- 
ver and kidneys, will remove Pimples 
Boils, Salt Rheum and other affections 
caused by impure blood.—Will drive Mala- 
ria from the system and prevent as well as 
cure all Malarial fevers.—For cure of 
Headache, Constipation and Indigestion 
try electric Bitters—Entire satisfaction 
guaranteed, or money refunded.—Price 50 
cts. and $1.00 per bottle at Burlingame & 
Darby's Drug store. 
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3,000 DEATHS A 
DAY. 


Startling Statistica In Regard to 


Consumption. 


Some Idea Also of the Proportion of 


Cures—Analysis ot the Dread 


Disease. 


When ive visit a factory where there 


arc the most delicate and most danger- 
ous machinps, we are amazed to notice 
how indifferent the workmen are to 
the danger about them, baws and 
knives work rapidly, and yet no one 
seems to think of dang-er. Long asso- 
ciation with danger causes indifference 
to it. 


If tho statement were made that 


there was a contagious disease abroad 
in the land which was killing people 
at the rate of 3,000 a day in Europe, 
thirty a day in New York State, and 
nearly 100,000 in one year in the 
Uni- 


ted States, every one would be aroused 
tc action. Yet such a condition exists 
to-day. Consumption i& a contagious 
disease, and the above figures concern- 
ing it are taken from recent reports. 
But we liave become so familiar with 
tLe disease in our midst, that we do 
not fully understand its terrible na- 
ture. 


Yet it is surprising how many re- 


cover from this disease. Even after 
the germs of consumption cause seri- 
ous damage to the lungs, thousands 
recover. As yet, no specific is known 
'or the disease. The treatment con- 
sists in giving- aid to the body in its 
efforts to destroy the disease germs. 
For tvro centuries, cod-liver oil has 
occupied the first place in tho list of 
remedies. The next valuable remedies 
are the hypopho&phites. Some rely on 
one alone, but as both are recognized 
as of great value, we think it best to 
combine them. 
Thus you are sure 


of getting every help which the best 
remedies known to medical science 
can afford. In Scott's Emulsion of 
Cod-liver Oil with Hypophosphites, the 
oil is emulsified, that is the oil is 
broken up into minute globules of fat. 
The oil is digested and thus saves the 
weakened body from doing this work. 
What will Scott's Emulsion do for 
those with weak lungs ? 


If taken before the germs of oen- 


snmption have secured a foothold in 
the lungs, it will so invigorate and 
nourish the body that the disease will 
be successfully resisted. In this way 
it prevents consumption. Even after 
the lungs are diseased, the body 
ema- 


ciated, and the health greatly affected 
it will often enable the system to come 
off victorious. And even in the last 
stages of the disease, when all hope of 
recovery has been abandoned, it les- 
sens the severity of the attack, and 
makes the last days more comforta- 
ble. 
Scott's Emulsion brings hope and 


health to the great majority, while it 
brings comfort and relief to all. 


Scott's Emulsion contains more pure 


Norwegian Cod-liver Oil than any other 
emulsion in the world, that "\vi31 stand 
the test of time as being a perteet in- 
separable emulsion. Ask your doctor 


LIKE AN OCTOPUS, 


And Just ss tai if not Attsnded to. 
You cui Find them ij North Adams 


as we'l as in the West Indies. 


Ever see a live Octopus or the picture of 


one? 


Its all arms, or feelers, or tentacles. 
Has eight of them, anyone of which can 


drag its victim down to death. 


First it seizes its prey with one, 
Then envelops the victim with the others- 
Exactly so with kidney disease. 
Pain across the loins is the first symptom. 
Acuter pains follow, then urinary 


troubles. 


Almost always accompanied by sedi- 


ment or gravel. 


If Diabetes, Slight's Disease develop, 
As a rule you proceed the mourners to 


tho graveyard. 


Or you pass the halfway mile stone of 


life to end your days in miserable buf- 
fering. 


Doan's Kidney Pills arc death to this 


Octopus, You need not If ave the city to 
ascertain the truth of this. You can read 
about it every day. Here is a case: Mr. 
William Henry Bentoa 23 Walnut street 
says:—"In 1SS1 from overlifting, 1 strained 
my back. I was engaged in a paper mill 
and with another man was accustomed to 
lift a calender weighing 1COO pounds. I 
did not mind it (it at the time but suddenly 
one day my kidneys wenc back on me. 
My back became so sore I could not work, 
then urinary trouble followed that gave 
me infinite distress and annoyance. I doc- 
tored and doctored for it. I may have oc- 
casionally got some trifling help but uiobt 
remedies and prescriptions did mo no 
good whatever. I grew worse and was 
forced to use a catheter to assist nature. 
It is hard to describe what I suffered. A 
person in torment like I was naturally 
grows interested in remedies that claim to 
cure the very ills that he is permeated 
with and Doan's Eidney Pills caught my 
eye. 
I got a box at Burlingame & Darbys 


and before I had finished it I could urin- 
ate naturally. My back has ceased to 
ache and I am gaining every day. Doan's 
Kidney Pills are the only remedy that 
ever removed my urinary trouble totally 
Is not that a sufficient recommendation 
from me." 


Donn's Kidney Pil'.s are for sale by all 


dealers. Price 50 cents or mailed by Fos- 
ter-Milburn Co., Buffalo, N. Y. sole agents 
for the United States. 


Buckler's Arnica Salve. 


The fccst calve in the world for Cuts, 


BruiECP, Eorco, Ulcers, Salt Rheum, Fever 
Sores, '1 ctter, Chapped Hands, Chilblains, 
Corns, and all Skin Eruptions, and posi- 
tively cures Piles, or no pay required. It 
if guaranteed to give perfect satisfaction 
or money refunded. Price 25 cents per 
box. For f sie by Burlingame and Darby 


The Ladies' Mohawk. 


One of the Best Wheels for the Mon- 


ey in North Adams. 


See Our Window. 


W. E, PENNIIIAN—-. 
North Adams, . . . . 98 Main St. 
Witchkioth 


Cleans and Polishes 


all Metals and Glass. 


This KloUi is especially adapted to cleaning silvcr- 
watc and jewelry. 
The klo'.U itself is bo soft tlat it 


cannot injure tLe most delicate or sensitive surface. 
Iti'ing 3'ous: silver and let us show jou what biit^- 
faction it will give. Price of kloth 13c. 


TUTTLE & BRYANT. 


j Have you seen our 
5 Ladies Wolff-American? 


It 13 displfyad ia fie window of Burde't and Rawlinson as one 


of tlie whsels offered 1li3 winr.e: of the Sunday D.moent voting 
contest. 


It is calculated to capture the heart of every wheelwoman, an 1 is 


pio' Graced by all who see it, tl e gem of all '00 Ladi s wheels. 


You will see more of our stock th r > later. 
Berkshire CycSe Co. 


C. H. HUBBARD. Manager. 


92 MAIN STEET. 


HOOSAC COUST. 


INSURANCE of All Kinds 


GILES K. TINKER 


Office over Adams National Bank, North Adams, M.iss. The Leading 
MILLINERY 
» « » • 
< 
' 
0 


Always at .\o'ir diSjO>al the choicest selection of 
SPRING GOODS and mace hats. Tlioss nho call 
rmh mil be SOTI • t a.utcri <mt nc ui:i pic i^_ \o \ 
at JHJ time. 


M. S. SQUTHWICK, 
95 Main Street. 


OPERA HOUSE 


One solid week aid Saturday 


Matinee. 


Commencing Monday, Apr.20 


Minnie Seward 


Supported by that talented young actor 


Mr. Frederic Seward • 


ind the strongest acting company 
tliathus ever appeared at popular 
, 


prices in an entire new rcpctorle. 
| 


Tonight 


"That Boy 


J. O'BRIEN & CO. 


HJVC a fine :i«s«ort*sioxit oi Foreign 
md iJomestic V,'ooJo*.s in tbe 
latest kt\ Irs tor Gentlemen's wear. 
Strictly iiist chiss \Vorknianship 
guaranteed, combined -.t.tlire.i.suii- 
able prices. 


J. O'Brien & Co. 


FASHIONABLE TAILORS. 


55 EAGLE STREET. 


For Sale 
.Extra Fine Lens 


of Dan?s/ ! 37.50 cash, cost sis.oa 


E*ric<"), 1O. '>Onn 
. 


Kc ats on &ule at Eartictt's Friday morning 


Hon. 
E. A. Ila'l, 


lion. L J Ounn. 
Goo. E. Rogers, 
H.C. Uilgcttou, . 


. . Pics 
Vice-Prc'i. 


. . Treas. 


fceL, y. 


Greenfield Life Association 


of Massachusetts 


HOME OFFICE, GREENFIj:U> MAVS 


Do you want lifcmsuiancc at equitable p'tni- 


ium rates, bagr-d on thoe.\pjritia-e of the oldest 
Companies doing business Uicrcb,. s>cc it ing pro- 
tection at a moderate co^t, bunging Insm.mce 
u thiii the reach of all, ei on under t'u nso^c it 
ccononr.c conditions. 


Onehft.JfiliL'f«wfc of the po1! y i—.J m ca-h 


v. bile living, in case of total c'habiJty 


Ilie proportion of p-emiums to be i^crt :"OL* cs- 


pca*e<», limited, in policy cjiitra.t 


Jf you investigate oar prlis.v contract, you 


will insure with us. 
Perry A. Flanders, 
Special Agent. 


Office, Kimball Block, 
57 Main St. 


i 


I Mrs. Tucker's 


! Trimmed Hats 
| SHE HAS A 


i Beautiful 


LINE AT VCRY REASONABLE 
PHICES. 
2O Esgle Street 


Surety Bonds 


For persons ;:> volitions of trust, 
conlrnctoi , :tu:m:i:slraU' s, Kccusa 


I 
LclCcrs, etc., .?,ncd at lo\\ rites. 


RANSFORD & HASKINS, 


Is or Ui Adams Suviu^s Uauk itidg. 


KOBTH ADAMS DAILY TBANSORIPT, THTTKSDAY AFTEE^OOH, APEIL 23, 1896. 


WEATHER FORECAST. 


tfT«l»lD«T»tA to the Transcrlptl 


=——==s» 
BOSTON. 


j) 
April 23,12 m. 


if Washington Fore- 
| cnst for Massachu- 
setts. Fair tonight 
Friday Increasing 
cloudiness, proba- 


i bly cooler. Friday 
I] afternoon westerly 


I winds. 


POST OFFICE SERVICE 


ItOKTH ADAMS MAULS. 


MAILS AKKIVE. 


- . 
* Y. 11.W. Bruw 


icrtiv i Ih Hie and Readsboro, \ t. 
Ik CI, p. m., lloston, J.eu York, Plttsfleld an I 
South,, n Mas... Maine. New Hampsuire «• » 
Viai f ition* on Kitchl>urK H. K. l.i),MoruU. 
Mass., 1 iicsdayt, Thursdays anil Saturdays. ij>. 
-itufii '<!. 4W.Si!» York, southern andWest- 
ii b'..t«. 5.50. P,tM,eld. W ° r e " r l m S 


»tn 
. 
Wsinc Sea Hampshire. Rhode Islan 
Ilill , a FUchbu-K K R. 9.15. Boston 
^ R Way &tailons«ntn,id west of 
B i o P t -fi.'il. li.W. Boston 
tts;.*v-9 a. m.. Way Stations on Bosloa •» 
/ jlM. j K. K., Sew York City and .Troy, •»• >• 


MAILS CLOSE. 


. p. i -.. ISoston. l"UMielU. Acumj. New YorK 
/llrrv ami southern. Mass. 7 lu. ^ew York. Al- 
LIB\. 'no^-vyilliamsuniu. WiUianwwwnjUtioa, 
Blatk- ton, foutlwrn aud Western elates. 
B-U 
>e» ^ . rk. Albany and all pomk West »ni Sonu 
va I*i< ton i Albany R. K. «••*>. Uoston l»inaJ4. 
BeacM ore, and all points Kast via. Fitchburg h. 
E. 11 .. .Boston. Maine, ^y Haiwahire aaJ 
Elicm island. 11.50. Wttsfieia. A.dams * lou.ta 
srd Smith, rn Berkshire. 12 m.. i»ew York aaJ 
*j joints Wcs.1 ami South 


J .!l ,-. m.. BriRgsville. Mais.. Stamford. HMt- 


v«jh -Vand Readsboro, Vt.; ^°nA^.^i^, 
Iues«HVS. Thursdays and Saturdays. i«. Hew 
Vrkutv.Soiitnern States, Worcester, Sprmj!- 
Seld. i ointcticut. Rhode Island. Beastern mna 
Scnth, m Mass. 
3.K'. Boston aud tastvia Pitcn- 


l«(rl; K. 4.40. Troy, and all P»'^.Welt1'l°,'t 
fcu.li 
T.45. Boston. New York City and all 
jont- East. West, North and South: «**«» 
Sen ^ rrk at T a m. 11 IS. Boston and East. Mow 
Tmi cd \\ cf-t and South. 


FrM'AT.— Tr-m.. New York, Boston. Malaa 


><» Harrr'Hre. and all noints West and soutl 


CA>.ADIAN MAILS, close at 12 m.. 7.4i p. **• 
ti. i; .iciirt&uiidajs: Sundays closo at 7p.m. 


VCNKT OEDER ASD KtoisiES OFFICE o?a» 
ft; j HXCCH Sundays) ftom 8 a. m,, to 8 p. ui. 


CII-FRAL DEUVUK AMJBIAMW opea troaj ' 
I ID. 10 9 p. m. 


(AI KIEKS* WlJTDOWSERVlCEfrOm? ttt 9 p. m. 
EIN DAY DEUYEBY 9 to 10 a. ro. 
W. E Gaylord. 


»»*»»»»» 


SPECIAL NOTICE. 


TVc have just made an 
important purchase of 
AH LIXEX TOWKLS 
from a leading manu- 
facturer at a figure that 
icpresents 
one-halt' 


ac-tnal value. 
This includes Damask 
and 
Iluck 
Towels, 


Hemstitched, Knotted 
Fringe and Fancy Open- 
work. 
Ordinary ask- 


ing price, U7 1-ic to 
62 1-ic. 


You are invited to 
make your selection at 
20c each. 


25 Jackets at less than 


Half Price. 


W. E Gaylord, 


T. M. Lucey 


HEATING and PLUMBING CO, 


Blacklntoc Block, No. 6 Holtlen St. 


STEAM and HOT WATER HEATIN6 


TELEPHONE CALL, 4S-3 


Having increased our facilities by 


Ihe addition of room and improved 
machinery, we are now prepared to 
do any work in the Hot Water and 
Steam Heating line. 


Sole agent for "All Right" and 


"Volunteer" Steam and Hot Water 
Eciters. 


WEEKLY 


TRANSCRIPT 


$1.00 


A YEAR. 


; W SPAJP£JR.fl fi C H1V E ® . 


AfflGLISHALLIMCE 


Edward Atkinson's Idea of Bender- 


ma War Impossible. 


HIS PLA5S FOR UNIVERSAL PEACE 


Results Following the Appointment of 


the Veneznulau Commission Used as an 


Illustration — Commerce Protect- 


ors, Not Commerce Destroyers. 


Washington, April 23.—Edward At- 


kinson, of Brookline, Mass., in his 
address bi'fori- the Washington eon- 
Icrence on arbitration, said he desired 
to disabuse the minds of his hearers 
that he advocated "peaceat any price." 
He argued in favor of an international 
union of the great manufacturing and 
commercial states for the enforcement 
of peace upon the high seas by making 
use of thei r naval power to police the 
ooean. "The time now seems ripe," 
he said, "for such a treaty among na- 
tions, to the end that in place of the 
base title of 'commerce destroyers,' 
the ships of the navy of this and other 
Christian nations may bear the honora- 
ble of 'commerce protectors.' 
Tha 


conscience of the English speaking 
people ha ; been aroused even by the 
hint of p( ssible warfare between the 
two gTr:>t families into which they are 
now divid'-d. Not only ia this country 
but in Gnat Britain suggestions tend- 
ing towar 1 this preat advance in tha 
cause of peace have been made in the 
parliament of the United Kingdom. 
Shall we let this opportunity pass 
without securing even greater safe- 
guards frr the maintenance of peace 
th:«n u mere agreement to submit our 
disputes to arbitration? 


Mr. Atkinson'* Flans. 


*'It need not necessarily be a perma- 


nent court, but a submission of each and 
every causa of dispute as it arises to a 
tribunal qualified either as a court of 
law or a < ourt of equity to report upon 
the rig-hls of the case in the next 
twelve months, each tribunal selected 
as each case may arise with a view to 
the standing and qualifications of its 
members to deal with the subject at is- 
sue. How supremely absurd and ridicu- 
lous has 1 ho. position of the jingoes in 
our congress become and how super- 
fluous uny threat oi war on the Vene- 
zxielan boundary since the commission 
of most i-minent men was appointed 
only on oar part to whom access has 
been so readily given by the govern- 
ment of t lie Tnited Kingdom to all the 
evidence on which they rest their case. 
The mere delay requh»d in establish- 
ing the r; ghts in this and every case 
has sufficed, as it would in every other, 
to expose the sham pretense of patriot- 
ism which seeks only personal notori- 
ety by appeals to passion and prejudice. 


Taxation Here and Abroad. 


"Owing to the terrible necessity 


which rosts upon Great Britain to 
maintain her existence through her 
sea power, her budget has been in- 
creased while our national taxation is 
being diminished. The cost of our na- 
tional government for twenty years 
averaged bxit live dollars per head of 
population. Under the impulse to 
build a new navy and to fortify the 
coast this charge, after having dimin- 
ished to only four dollars and a quar- 
ter, has been rapidly increased of 
late—ye' our contribution now is only 
five dollars—it is being reduced rela- 
tively by the rapid increase of popula- 
tion. The budget of Great Britain of 
the present year calls for taxation of 
nearly thirteen dollars per head for 
national purposes only. That of France 
is eig1!' teen dollars; that of Germany, 
adding 1o the imperial taxes a part of 
the budgets of the 
kingdoms and 


duchies which are of that nature, ten 
dollars per head. 


A<1* orates an Cngllsh Alliance. 


"Wha*. is our duty and our opportu- 


nity'.' 
shall we join in that petty 


jealousy which has isolated Great 
Britain imong the European states for 
the very reason that her rule is 
that 
of equity and her dominion 


unimpaired 
by any effort 
to re- 


tain the sole control of commerce 
in her great domair, to herself alone? 
Shall ~\\ c ully oursoi>cs with Spain in 
her effort to subdue Cuba? Shall we 
ally onr>elves with the junkers of tier- 
many r.nder the rule of 'blood and 
iron,' oT privilege and dynastic con- 
trol? 
Shall we ally ourselves with 


Russia? Or shall we shut up ourselves 
within our own limits until by the 
very \\ fig-lit oi' our crops wo are 
•smothered in our own greabe?' Shall 
we not rather put aside our petty 
jealousy and bearing witness to the 
great function of the Knglish-speaking 
people :md the charge which is upon 
them to establish personal liberty and 
the dominion of law wherever they go, 
may we not now grasp the opportunity 
which the circumstance of the hour 
have prt within our reach? Shall we 
not make such a union among the 
Englisl,-speaking- people of the world, 
and all others who rauy join, as shall 
render it forever impossible to incite 
xvar among them and also impossible 
for any other state or nation to weaken 
the bonds of mutual service by which 
we may now become united? Would 
not that be a larger patriotism and a 
grander 
idea 
than has yet been 


developed in the world?"' 


In Oov. Morton's Hands. 


Alba ay, April 23.—The Greater New 


York bill, which was passed by the 
assembly yesterday by a vote of 78 to 
60 over the vetoes of the mayors of 
New York and Brooklyn, is now in the 
hands of Gov. Morton for his signature, 
it having been previously passed by 
the senate. 


EXIST ONLY ON PAPER. 


Immense German Eiitates, Claimed 
by 


American Citizens, Are Fictitious. 


Washington, April 23.—W. Henry 


Robertson, United States consul at 
Hamburg, has informed the state de- 
partment that at his request the au- 
thorities there investigated the sup- 
posed existence of the Fischer or 
Fisher estate, to which American citi- 
zens have made claim, and reported to 
him that, after a most careful search, 
they have been unable to find anything 
bearing upon the persons or estates of 
Stephen Fischer beyond the records of 
a few marriages and deaths of parties 
bearing similar family names. 
The 


same answer was given in regard to 
other alleged estates. The authori- 
ties say that alj these immense estate* 


F" 
WORK OF CONGRESS. 


Tension BUI In the Home—Approprlattoi 


Dili In the Senate. 


Washington, April 23.—-The house 


to-day is engaged in debate on the gen- 
eral pension bil] reported from th« 
committee on invalid pensions. Thf 
debate is likely to continue through- 
out the week. Its provisions were ex> 
plained at length by Mr. Fielder, rep., 
S. D., chairman of the committee, who 
occupied two and one half hours id 
making his speech. The intent of the 
bill, he baiil, was to fix and determine 
certain controverted questions which 
had arisen in the administration of the 
pension bureau, so as to prevent secre- 
taries of the interior and pension com- 
missioners from undoing the work and 
reversing the rulings of their prede- 
cessors. In the house yesterday a vote 
was taken on the resolution declaring 
Albert T. Goodwyn, pop., to have been 
elected representative from the fifth 
district of Alabama, and entitled to 
the seat occupied until yesterday bj 
James E. Cobb, dem. The resolution 
was agreed to, and Mr. Goodwyn was 
thereupon sworn in. The bills to con- 
tinue the present government of Greer 
county, which the supreme court of 
the United States on March 16 de- 
clared was a part of Oklahoma and 
not of Texas, and to confirm the titles 
of settlers on the public lands therein, 
were passed. Mr. Scranton, rep., Pa., 
endeavored to secure consideration for 
the bill providing for the election of a 
delegate in congress from Alaska, but 
Mr. Crisp dcm., Ga., objected. 


In the Senate. 


The Indian appropriation bill is oc- 


cupying the attention of the senate to- 
day, -various matters in connection with 
Choctaws, Chorokees, 
Creeks 
and 


"squaw men" being under discussion. 
The bill as it came from the house ap- 
propriated SI,135,000—increased by the 
senate to $1,325,000—for support of day 
and industrial schools for Indian chil- 
dren. But this appropriation is ac- 
companied by a provision absolutely 
prohibiting future payment for educa- 
tion of Indian children in sectarian 
schools. 
Mr, 
Cockrell 
offered an 


amendment to substitute for that pro- 
vision a declaration that it is the set- 
tled policy of the government to make 
no appropriation whatever for the edu- 
cation of Indian childred in any secta- 
rian school, just as soon as it is possible 
for provision to be made for their edu- 
cation otherwise. 
It also provides 


that the secretary of the interior may 
make contracts with present contract 
schools during the fiscal year 1897, to 
half the amount used for the fiscal 
year 
1806. This 
amendment was 


agreed to. 


RAILROAD NOT TO BLAME. 


Canadian Pacific's Fatal Accident Dae t* 


a Bad Washout. 


Greenville Junction, Me., April 23.— 


A construction crew, working since 
Tuesday morning, has a track laid 
around the wreck near Holeb, Me., on 
the Canadian Pacific railroad and traffic 
has been resumed. State Caroner Ad- 
diton of Skowhegan, who investigated 
the cause of the acjident, finds the 
railroad company in no way culpable 
for the accident or death of the three 
emigrants killed on Monday last, but 
that the accident was caused by a bad 
washout. 
All passengers had been 


warned not to goupon the car platforms 
at all, but they disobeyed. 


DANGERS OF OCEAN TRAVEL. 


One Hnmlred Icebergs and an I mmenss 


Ice Field Passed by the Michigan. 


Boston, April 23.—Capt. Oxford of 


the steamer Michigan, from Liverpool, 
reports that on April 18 he passed 
E.bout 100 icebergs and an immense 
field of pack ice, four or five miles in 
extent, near the bergs. Capt. Oxford 
says the bergs and ice are directly in 
the path of ocean vessels, making 
their passage very dangerous. 


Chaplain at West Point. 


Washington, April 23. — Rev. Herbert 


Shiprnan of Christ Episcopal church, 
New York city, has been appointed 
chaplain at the United States military 
academy, West Point, to serve four 
years. 
_ 


The Hoy Train Wreckers* Case. 


Borne, N. Y., April 23. — In the train 


wrecking case up to the time of open- 
ing this morning, six jurors had been 
secured. 
_ 


NEW YORK MARKETS. 


Wheat — Spot trade easier; fair prices. 


April, 
73JJC., 
May, 72 %c., 
June, 


IOC. 


Corn — Spot firm, but trade is dull. 


April, 36c.; May, 35jfc. 


Oats — Spot dull; old prices prevail. 


ipril, 24c.; May, 24?ic. 


Pork — Spot 
firm; 
prices 
steady. 


Extra prime, nominal, short 
clear, 


810.50@$12.00; family, S10.00@S10.75; 
lucss, 89. 25(3810. 25 


Lard — Contracts are slow and weak. 


May, 
So. 12. 


Butter — Receipts are 
heavy 
and 


a further decline in prices. Creamery, 
western extras, lie,; state and Penn- 
sylvania, seconds to best, 12K@13c.; 
creamery, western seconds, 13X@14c.; 
state dairy, half-firkin titbs, fresh, fac- 
tory, 18c.; state dairy, half -firkin tubs, 
seconds to firsts, 11@13; western imi- 
tation creamery, seconds to firsts, 10@ 
13c.; western factory, firsts to extras, 
9@9c. 


Cheese — Home trade large, fancy 


stock bringing former prices. State, 
full cream, large size, fall made, col- 
ored, choice, 10c.; late made, choice, 


large, common to choice, 


Eggs — Quiet; weak; freely offered. 


State and Pennsylvania, ll@HHo.; 
southern, 9(89 Jie.; 
western, fresh, 


10@llc.; duck, 18J£@18Jie.; goose, 
15@20e, 


Potatoes — Old potatoes are moving 


slowly and the market is weak at 
former low prices. 
State rosa, per 


double head barrel, 85c.@?l; Hebron, 
per double head barrel, 70@85c. 


Granite Cutters on Strike. 


Montpolier, Vt., April 23. — Seventy- 


five cutters in C, II. Moore & Co.'s 
granite shed went ont yesterday be> 
cause of the discharge of two men who 
refused to work overtime. 


Canadian General Election!. 


Ottawa, April 23.—It is announced 


officially that the general elections 
will take place on June 23, nomina- 
tions being made a week earlier, June 
16. Writs are made returnable July 18, 


TWO TO DIE TO-DAY 


Fustalka and Hermann To Be Exe- 


cuted at Blng Sing. 


EACH MAN MURDERED HIS WIFE 


Expected That They Will Meet Death 


Firmly — Visitor! to the Condemned 


Men—Final Test of the Electrical 


Apparatus This Morning* 


Sing Sing, N. Y., April 23.—Warden 


Sage has made all necessary prepara- 
tions for the double execution of wife 
murderers Louis Hermann and Charles 
Puvtalka to-day. Fustalka was visited 
yesterday by Father Creeden and two 
Sisters of Mercy from New York, who 
remained with him nearly all day. 
Pustalka was also visited by his young- 
est chi'd, a girl aged 4 years, accom- 
panied by two Dominican Sisters from 
the home Blanvettsville, N. Y., where 
all four of Pustalka's children are be- 
ing cared for. 
Pustalka was very 


much affected by the visit of his child. 
Hermann 
was 
visited 
by 
his 


brother from Philadelphia 
and his 


brother-in-law of Brooklyn. Hermann 
was not affected in the least by their 
visit. He was also visited by Chaplain 
Weillis. 
Hermann says he was bap- 


tized in the Episcopal church, was 
married in the Episcopal church and 
will die in the Episcopal faith. He 
will be accompanied to the chair by 
Chaplain Wcillis. Pustalka will be 
accompanied by Father Creeden of this 
place and Father Bruder of Pough- 
keepsie. 
Both men are bearing up 


bravely and will meet their fate, it is 
thought, without making any trouble. 
State Electrician Davis has made the 
final test of the electrical apparatus. 


ADJOURNED SINE DIE. 


Senator Quay Thanks the Pennsylvania Re- 


publicans for last Fall's Results. 


Harrisburg, April 23.—At the repub- 


lican state committee meeting yestcr- 
terday afternoon the report of the 
committee on the contest from Alle- 
gheny county was presented. 
The re- 


port favored seating the contestants. 
Senator Flynn presented a minority re- 
port and made a vigorous speech in de- 
fense of his position, The majority re- 
port prevailed. A delegate from the 
fourth district of Luzerne county said 
the district had elected two delegates 
but Chairman Quay ruled that the dis- 
trict was entitled to but one, and each 
delegate cwas accordingly accorded 
half a vote by the committee. Senator 
Quay thanked each member for the 
part he took in achieving the "magni- 
ficent results" of last November, and 
then declared the committee adjourn- 
ed sine die. 


RAINES UQUOR LAW. 


Opinion of New York's Corporation Coun- 


sel on the Hotel Provision. 


New York, April 23.—Corporation 


Counsel Scott sent an opinion to Chief 
of Police Conlin holding in effect that 
so long as a man holds a hotel license 
regularly issued by the excise board 
he is a hotel proprietor within the 
meaning of the law, and where the 
police have a suspicion that any pro- 
vision of the law is being violated, but 
no tangible evidence can be secured, 
the matter should be referred to the ] 
district attorney for investigation and \ 
indictment if the case warrants. 
i 


President Faure May Resign. 


London, April 23.—The Daily News 


publishes to-day a dispatch from its 
Paris correspondent in which Presi- 
dent Faure is represented as very un- 
easy, hardly knowing which way to 
turn. According to the dispatch, M. 
Faure 
meditates reverting to the 


policy formerly adopted by M. Sadi- 
Carnot of shuffling off the outgoing 
cabinet and bringing it in a^ain as a 
new one. If the chamber of deputies 
support M. Bourgeois a deadlock will 
ensue unless President Faure shall ask 
the senate to join in dissolving or re- 
sign himself. 


Mrs. Pietzel Will Demand Restitution. 
Philadelphia, April 23.—Thomas A. 


Fahy, counsel for Mrs. Benjamin F. 
Pietzel, said to-day that his client will 
arrive in this city, probably this after- 
noon. 
The object of Mrs. Pietzel's 


visit is to demand restitution from 
Holmes for the 86,000 insurance money 
due her upon the death of her husband 
and which Holmes collected shortly 
before the murder of the Pietzel chil- 
dren. 


McKiuley and Protection. 


Rutland, Vt., April 23.—The repub- 


lican city caucus last evening elected 
delegates to the state and district con- 
ventions on tickets headed "MeKinley 
and Protection," 
and unanimously 


and enthusiastically adopted a resolu- 
tion declaring the hope that MoEinley 
would be the next president. 


Staucuncld Wants To lie Governor. 


Albany, April 23.—The gubernatorial 


candidacy of John B. Stanchfield of 
Elmira, the democratic leader in the 
assembly, was formally launched last 
night at a dinner at the hotel Kenmorc, 
given to Mr. Stanchfield by his demo- 
cratic associates in the lower house of 
the legislature. 


Baron Hindi's Death. 


Budapest, April 23.—Investigation 


into the cause cf the death of Baron de 
Hirsch proves that the rumors put into 
circulation to the effect that his death 
was not due to natural causes are en- 
tirely without foundation. The au- 
topsy shows that his death was the re- 
sult of an attack oi apoplexy. 


MOST LEAVE CUBA 


Her. Albert Diaz and His Brother 


Released from Custody. 


SIX DAYS' TIME 
ALLOWED THEM 


The Exodm from the Island Continues— 


Newspaper Representatives Released 


on Bail—Woylcr Attempts To 


Justify Ills Threats. 


Havana, April 23.—Bev. Albert Diaz, 


the American Baptist missionary, and 
bis brother Alfred, who were arrested 
last week, have been set at liberty, but 
have been ordered to leave the country 
before the expiration oi six days from 
the time of their release. The exodus 
from the island continues. The last 
Spanish mail steamer had on board 865 
passengers, and all the rooms on the 
next steamer to sail have been engaged. 
Messrs. O'Leary and Darley, American 
newspaper representatives, who were 
arrested at Matanzas on charges of 
maintaining relations with Alfonso 
Lopez, who is suspected of being a 
rebel spy, have been released on bail, 
which was furnished by the American 
vice-consul. Little war news is obtain- 
able, the only information received 
being of slight importance. Louis Mo- 
rales, a negro, was tried by court mar- 
tial for having insulted the Spanish 
army and nation. The? result of his 
trial is not known. 


WEYLER'S ACCUSATIONS. 


H» Attempts To Justify His Threats of Ex- 


terminating the Cubans. 


Havana, April 23.—Governor-General 


Weyler's chief of staff publishes o list 
of acts of insurgents which caused Gen. 
Weyler to proclaim them criminals and 
threaten them with death. Gen. Woy- 
ler authorizes its publication, "that 
the facts may be proven and the world 
may see to what use the arms sent to 
the insurgents are really put." These 
deeds were all done within the week 
before the proclamation was issued. 
He accuses the insurgents of burning1 
villages at night while the inhabitants 
were asleep, the murder of inoffensive 
people, including women, boys and old 
men, destroying sugar estates, and the 
burning of fully 30,000,000 pounds of 
sugar. In nearly every case, the chief 
of staff says, where sugar plantations 
were destroyed, it was because the 
owners and workmen do not stop work 
and let themselves and their families 
starve, at the order of these men, 
whose acts, as above stated, Gen Wey- 
ler holds, show them to be bandits, de- 
serving naught less than exteri-iina- 
tion. Gen. Weyler declares that if the 
outrages are committed by the Cuban 
or Spanish troops under him, he does 
not know it or order it; that they are 
retaliations for such outrages as the 
above, but he says he is here to pro- 
tect the peaceful and industrious peo- 
ple of Cuba against such wrongs, and 
intends to do it. 


HIS NARROW ESCAPE 


President Cleveland's 
Coolness 


Saves Him from Death. 


ACCIDENT 
WHILE 
DRIVING flOUE 


Horses, Maddened by a Fall, Pinnae and 


Kick, ttamaglns the Carriage—Ite- 


mained In nis Seat Until Dan- 


ger AVas Past. 


Washing-ton, April 23.—The rnmor 


that President Cleveland had been 
seriously injured by the overturning of 
his carriage through a collision with a 
cable car while on his way to Woodley 
from the executive mansion, was only 
partly true. While President Cleve- 
land sustained no injury whatever, he 
had a very narrow escape, and had it 
not been for his presence of miud he 
might have lost his life. While the. 
president was being driven to Wood- 
ley one of the horses fell, causing the 
other horse also to lose its footing. The 
animals kicked vigorously, broke one 
of the lamps of the carriage and also 
broke the dashboard and ruptured the 
harness. The president did not im- 
mediately alight, as the coachmen 
were quickly on the ground and disen- 
tangled the animals from the- victoria. 


His Presence of Mind. 


An eye-witness of the accident says 


that the president displayed remarka- 
ble presence of mind in remaining in 
the vehicle until the horses were dis- 
entangled from the harness, for, al- 
though he was in serious danger in his 
position, had he alighted near the 
maddened animals he might have been 
seriously injured, perhaps killed, by a 
kick from one of the brutes. When 
the president left his carriage Hon. 
Gardner G. Hubbard, who was driving1 
along the road, seeing the plight he 
was in, stopped and courteously ten- 
dered his carriage to the president who 
accepted a seat in it and was conveyed 
home in time for dinner. 


VICTORY FOR STRIKERS LIKELY. 
Philadelphia Contractors Sign the Chil- 


dren's Jacket Makers' Agreement. 


Philadelphia, 
April 
23. — Meyer 


Shoenfield, organizer of the United 
Garment Workers of America, spent 
the greater part of his time in this 
city in visiting manufacturers to 
discuss with them the action of the 
contractors in refusing- to renew last 
year's contracts with the children's 
jacket makers. 
Present indications 


point to a victory for the striking 
jacket makers. Fire contractors have 
agreed, it is said, to renew the agree- 
ment. Mr. Shoenfleld says that several 
contractors have gone to New York to 
secure new hands. The local unions 
of the United Garment Workers hi that 
city have been requested to endeavor 
to dissuade children's jacket makers 
there from coming to this city. 


REFORMS FOR CUBA. 


WH1 Not Be Applied Until Circumstances 


Are Favorable. 


London, April 23.—The Post to-day 


publishes a dispatch to a news agency 
from Madrid saying that Senor Cano- 
vasdel Castillo, the prime minister, 
states that political reforms in Cuba 
will not be applied until circumstances 
are favorable for such action and Cap- 
taing-General Weyler requests that it 
be taken. The dispatch also states 
that the prime minister reaffirms posi- 
tively that there is not the slighest 
foundation for the reports that nego- 
tiations are being carried on betiveen 
the governments at Madrid and Wash- 
ington. 


NEWFOUNDLAND SEALERS. 


The Total Catch Will Aggregate About 


18O.OOO Skins. 


St. Johns, N. F.. April 23.—The scal- 


ing vessels Esquimaux and Terra Nova 
have arrived here 
from the 
seal 


fishery. The former has on board 
10,000 young and old seal skins, equal 
in weight to 20,000 prime seal skins. 
The Terra Nova's catch is about half 
that of the Esquimaux, and her trip 
has been an unprofitable one. Only 
six more vessels are out. 
The total 


catch will aggregate about 
180,000 


skins. 


Maryland Delegates Unlnstructed. 


Baltimore, April 23.—The republican 


state convention elected the following 
delegates-at-larg-e: George S. Welling- 
ton, James A. Cary, Vfm. 
T. Malster 


and Robert P. Graham. Eleetors-at- 
large: Gen. Adam E. King arid J. Cook- 
man Boyd. The convention voted 
down a resolution instructing the dele- 
gates for MeKinley and they will go 
uninstructed. 


Baseball Games Yesterday. 


At New York—Philadelphia, 14; New 


York, 3. At Baltimore—Baltimore, 8; 
Boston, 1. AtWashington—Brooklyn, 
12; Washington, 8. 
At Pittsburg— 


Pittsburg, 8; Louisville, 3. At Cincin- 
nati—Cincinnati, 7; Cleveland, 4. At 
St. Louis—Chicago, 9; St. Louis, 4. 


Five Hundred Hands Will Be Idle. 


Westbrook, Me., April 23.—Notices 


are posted announcing the Westbrook 
Gingham Manufacturing company will 
shut down for an indefinite period as 
soon as stock in process of construction 
is finished—about June 1. Some 500 
employes will be without resources. 


Sentenced to Life Imprisonment. 


New Haven, Coaa., April 23.—Jos. 


Colombo, who was convicted of murdct 
in the second degree last week, was 
yesterday sentenced by Judge Shum- 
wny to life imprisonment. 


Railroad Humor Dented. 


New York, April 23.—C. H. Foster 


says there is no truth in the statement 
made in a Philadelphia dispatch that 
negotiations are pending for a settle- 
ment between the Reading and the 
Philadelphia, Reading £ New England 
railroad, which contemplates an ex- 
change of Philadelphia, Reading & 
New England bonds into new securi- 
ties under the Reading reorganization 
plan. 


Its Work Not Finished. 


Utica, N. Y., April 23.—The extraor- 


dinary grand jury summoned in the 
United States court for the purpose oi 
considering the Elmira bank cases, al- 
though in session all day yesterday, 
has not yet finished its work. 


DANBURY'S FIRE. 


The Total Loss Inflicted Will Reach Fully- 


•70,000. 


Danbury, Conn., April 23.—The fire 


yesterday afternoon which destroyed 
Mackinzie & Sons' and Davenport & 
Von Gals' hat factories and George 
Taylor's tobacco store, near Taylor 
street, inflicted a total loss of fully 
870,000. The fire started in the drying 
room of the Mackinzie factory. Engi- 
neer 
Charles B. Pickering smelled 


smoke, and on opening the door of the 
drying room the flames burst out and 
drove him back. There were but a 
dozen 
operatives 
in 
the 
place, 


as 
the 
factory 
had 
been 
shut 


down to make repairs. 
The flames 


spread so quickly that they had barely 
tiuie to make their escape. 
Fifteen 


minutes after the fire started 
the 


Mackinzie factory was in ruins and the 
flames had spread to Davenport & Von 
Gals', fifty feet distant. From there 
they leaped to the Taylor building. 
Lee A: Hawley's factory just beyond 
and H. McLaughlin's opposite were on 
fire several times and with the strong 
wind that was blowing it looked as 
though it would be impossible to save 
them. All buildings were large three- 
story frame structures. Mackinzie & 
Sons employed 150 hands and Daven- 
port & Von Gals, 125. Both shops were 
fairly busy. Mackinzie & Sons' loss is 
825,000; insurance. 520,000. Davenport 
ifc Von Gals' loss is 835,000; insurance, 
?20,000. Georg-e Taylor's loss is §8,000; 
insurance, 84,000. 


SOUTH AFRICAN AFFAIRS. 


Ctreat Britain Determined 
To Prevent 


Foreign Intervention. 


London, April 23.—In c speech at 


the Constitutional club last evening 
Rt. Hon. Joseph Chamberlain, secre- 
tary of state for the colonies, reitera- 
ted his formerly expressed views re- 
garding South African affairs. 
He in- 


sisted that Great Britain must above 
all things prevent foreign intervention 
and expressed 
hope that harmony 


would soon be restored. 
In his re- 


marks Mr. Chamberlain divulged noth- 
ing reg-arding the negotiations now in 
progress. 
The government, he said, 


was fully alive to the serious position 
resulting from the revolt in Matabcle- 
lancl, but believed that the repression 
of the outbreak could be best achieved 
by the local forces, and, therefore, un- 
less an unexpected emergency should 
arise, would not send a large detach- 
ment of imperial troops to the scene of 
the trouble. 


TO CONSTRUCT CANALS, 


These 
Warm Days 


bring a demand for Wash 
Suits and Straw Ha 
vs. Our 


new stock has just arrived. 


Our Wash Suits have re- 


versible collars and cuffs, by 


jin* sides you have an 


entirely new and fresh appearance, 


Call and See Them. 


BARNARD k COMPANY, 


Wholesale and Retail Outfitters, 


pASClNATING 


Stories, Choice Illustrated 
Agricultural and Woman's 
Departments, Full Local 
News of Northern Berk- 
shire and Southern Ver- 
mont, and other valuable 
features in 


The New 


WEEKLY TRANSCRIPT 


The WEEKLY TRANSCRIPT aud the NEW YORK 
WEEKLY TRIBUNE, the two together one year for $1.50. 
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COLE'S 
•f****/***** 


| The Finest Pleasure Ground 
\\ 


I\IORTHERN BBSJ^SHIRE 


IS OFFERED 


FOR SALE. 


Bill To Incorporate a Company To I3r.!i4l 


Waterways in New York. 


Washington, April 23.—Mr. Cooper 


of Wisconsin has introduced in tn» 
house a bill to incorporate the Mari- 
time Canal Company of America. It j 
J | 


empowers the company to construct 
canals from some point near the head 
of tidewater navigation in the Hudson 
river to Lake Champlain; from Lake 
Champlain to Lake St. Francis; from | 
the head of Lake St. Francis to the j 
Long Sault rapids on the St. Lawrence, j 
and from Lewiston on the Niagara 
river to a point above Niagara falls, all 
to have channels of twenty feet naviga- 
ble depth and sufficiently wide for the 
largest vessels to pass. The company 
is also authorized to widen, deepen and 
straighten the Champlain & Hudson 
canal between the points where their 
canal crosses the Champlain & Hudson 
canal, and provides that the company 
ill so doing shall donate to New York 
state locks connecting its own caual 
with the Champlain & Hudson canal, 
and the Glen Falls feeder, such locks 
to be of the dimensions of the present 
Brie canal looks. Provision is also 
made for the disposal by the company 
of their terminals and other appurte- 
nances whenever desired. Authority 
is also given to the company to hold, 
but not to alienate so much of the land 
covered with the waters of the rivers 
and lakes which the canal may traversa 
as may be required for their wharves 
and other works. 


Private Gray Convicted. 


Long Island City, L. I., April 23.— 


Matthew Gray, a private in the engi- 
neer battalion, United States army, 
stationed at Willets Point, L. I., was 
convicted of manslaughter in the first 
degree by a jury in the supreme court 
here last night. On Sunday morning, 
Oct. 13, 1895, Gray fatally stabbed Pat- 
tick Shea in John Murray's saloon at 
Vhitestone. 
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SEVERAL COTTAGES, 


GOOD WATER, 


DELIGHTFUL SHADE. 


Opposite the Depot of 
Fitchburg Railroad and 
on the line of Electric 
Railway. 


Desirable for a 
iBFlii 


SUMMER RESORT. 


^ 
\ 


o o o o o o o o o o 0 o _ o o 


inquire of 


A. S. Alford, 


Real Estate Agent, 


0,0 Main St. 
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